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PlumlDers'  Brass  Work. 
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Ale  Cocks,- 67,  59 

"    Lock  Cock 69 

Ball  Cock, 44 

"        "      Screwed  for  Iron-  Pipe,        .        .        .44 

Bar  Cocks, 72 

"    Cock,  Two  Way, 73 

Basin  Cocks, 76,  79 

"  "      Bracket,  .    ~ 80 

"      Waste  Coeks, 84 

Bath  Cock,  Double, 87 

"     Waste  Cocks, 85 

Beer  Cocks„ .       63,  56 

"       Lager 60,63 

Bibb,  Bath, 4 

"        "       Flange  and  Thimble,        ...      8 
"        "  "      Nut  and  Bent  Coupling,       .      8 

"        "       Screwed  for  Iron  Pipe,  without 

Shoulder, 15 

"        "       Screwed  for  Iron  Pipe,  with  Shoulder,  16 

"     Hose,  Rough, 3 

"        "       Finished 3 

"        "       Flange  and  Tliirable,       ...      6 
"        "  "      Nut  and  Bent  Coupling,       .      6 

"        "       Rough,  Screwed  for  Iron  Pipe,  with- 
out Shoulder,        .        .        .        .12 
"        "       Finished,   Screwed  for  Iron  Pipe, 

without  Shoulder,        .        .        .13 
"        "       Rough,  Screwed  for  Iron  Pipe,  with 

Shoulder, 13 

"        "       Finished,  Screwed  for  Iron   Pipe, 

with  Shoulder,     .        .        .        .14 

"     Plain,  Rough, 1 

"         "     Finished,  1 

"         "     Long  Shank,  T  Handle,   ...      2 
"         "        "  "       Lever  Handle,      .        .      2 

"  '      Flange  and  Tliimble,        ...      5 

"  "  "       Nut  and  Bent  Coupling,        .       5 


Bibb,  Plain,  Rough,  Screwed  for  Wood,  ".  .  9 
"  "  Finished,  Screwed  for  Wood,  .  .  9 
"         "  "         Long  Sliank,  Screwed  for 

Wood 10 

"         "      Rough,  Screwed  for  Iron  Pipe,  with- 
out Shoulder 10 

"         "      Finished,   Screwed  for  Iron   Pipe, 

without  Shoulder,        .        .        .11 
"         "      Rough,  Screwed  for  Iron  Pipe,  with 

Shoulder, 11 

"         "      Finished,   Screwed   for  Iron   Pipe, 

with  Shoulder,     .        .        .        .     12 

"      Wash  Tray, 4 

"  "         "     Flange  and  Thimble,      .        .      7 

"         "         "  "     Nut  and  Bent  Coupling,     7 

"         "         "      Screwed  for  Iron  Pipe,  with- 
out Shoulder,     .        .        .14 
"         "         "      Screwed  for  Iron  Pipe,  with 

Shoulder,   .         .         .         .15 

Boiler  Cock, 73 

Bottling  Cock,  to  Drive,  English  Pattern,  .        .     68 

"  "      "  Screw,        "  "        .        .    68 

"  "      "  Drive,  Screw  Nozzle,      .        .     69 

"  "      "  Screw,      <•  '<  .        .    (jg 

"      "  Drive,  Grated  End,  Rough,     .     70 

"      "       "  "  "     Finished,      70 

Cistern,      "     Rough, 51 

"  "     Finished, 51 

Connecting  Cock, 73 

Cooler  Cocks, 75 

Counter  Cock,  Round, 71 

"  "      Octagon, 71 

Double  Street  Washer  Cock,  Screwed  for  Iron 

Pipe, 43 

Flange,  for  Bibb,  Screwed  for  Iron  Pipe,  without 

Shoulder .        .16 

Globe  Cock,  T  Handle,  Tinned  End,  .  .  .67 
"  "  "  "  to  Screw,  .  .  .67 
"         "   Lever    "        Tinned  End,  .        .        .67 
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Globe  Cock,  Lever  Handle,  to  Screw,  .        .     67 

Hopper  "      Long  Stem, 52 

"         "      Pedestal, 50 

Hot,  Cold,  Shut  and  Waste  Cock,        ...     86 

Hydrant  Cocks 39 

"  Cock,  Hound  Way,  .  .  .  .40 
Cocks,  for  Lead  and  Iron  Pipe,  .  40,  41 
Cock,     "        "      "       "        "      Round 

Way, 41 

"        Cocks,  Screwed  for  Iron  Pipe,        .        .    42 
"        Cock,   Screwed  for  Iron  Pipe,  Kound 

Way, 43 

Lock  Cock,   to  Drive,  Englisli  Pattern,       .        .     65 

"  Screw,      "  "  .        .     65 

"         "       "  Drive,  New  "  .        .    66 

"         "       "  Screw,     "  "  .        .     66 

Pantry    "      Plain,        ••;...    83 

"        "      Hose  End, 83 

Eain  and  Well  Water  Cock 45 

"  "         "    Screwed  for  Iron  Pipe,  45 

Racking  Cock,  to  Drive, 64 

"  "       "  Screw, 64 

"  "     Loop  Handle,         .        .        .        .64 

Shampooiug  Cock,  Bracket,         ....     80 

"      Upright,  .        .        .        .81 

"  and  Basin  Cock,  Double,         .        .    82 

Ship  Closet  Cock, 52 

Shower  Bath  Cock, 35 

"        "      Screwed  for  Iron  Pipe, .        .     36 
"      Stop,  Flange  and  Handle,        .        .        .36 
"        "         Screwed    for 

Iron  Pipe, 37 

Sill  Cock, 38 

Stop,  Circulating, 38 

Stops,  Corporation,  for  Ceaient  Pipe,  .        .        .46 

"    Iron  "       .        .       47,  50 

Stop.  "  "       "  "    Eel  Guard,  .     50 

Stop,  Plain, 34 

"        "      Screwed  for  Iron  Pipe,      .        .        .34 

Stops,  Rough,  Brooklyn, 22 

"         Screwed  for  Iron  Pipe,      33 

Stop,        "       H  Pattern, 32 

"  "        Screwed  for  Iron  Pipe,      32 

Stops,       "       Lever  Handle,       .  .        .19 

S'°P'        "  "  "    for  Lead  and  Iron  Pipe,  26 

"  "    Screwed  for  Iron  Pipe,  29 

"  "  "    Round  Way,      .        .     21 

"         "      Screwed 

for  Iron  Pipe,         .     31 

"  "  "    with  Plain  Coupling,     23 

"  "  "     Screwed    for   Wood, 

with  Hose  Coupling,  23 
Stops,      "       T  Handle,     .        .        .        .       17  I8 
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Stops,  Rough,  T  Handle,  for    Lead    and   Iron 

Pipe,         .        .       24,  25 
"  "        Screwed  for  Iron  Pipe,  27, 28 

Stop,  "  "         Round  Way,         .         .     20 

"  '  "      Screwed 

for  Iron  Pipe,  .        .     30 

Urn  Cock,  Drop  Handle, 74 

"      Ivory,  T  Handle,        .        .        .        .74 

"      Rubber,  T  Handle 74 

"      T  Handle, 74 

Compression  Work. 

Ball  Cock, 114 

"       "      Screwed  for  Iron  Pipe,      .        .        .  114 
"      Chicago  Pattern,        .        .        .        .115 

Basin  Cocks, 117    119 

"       Cock,  Double, 120 

Bath  Cocks,        " 129,  131 

Bibb,  Bath, 91 

"        "     Flange  and  Thimble 95 

"        "          "       Nut  and  Bent  Coupling,        .     96 
"     Screwed  for  Iron  Pipe,  without  Shoul- 
der  102 

"     Screwed  for  Iron  Pipe,  with  Shoulder,  103 

"     Hose,  Rough, 89 

"         "    Finished, gg 

"        "    Flange  and  Thimble, .        .        .        .92 
"        "          "      Nut  and  Bent  Coupling,         .    93 
"        "     Rough,  Screwed  for  Iron  Pipe,  with- 
out Shoulder,  .....     98 
"    Finished,  Screwed  for  Iron  Pipe,  with- 
out Shoulder, 99 

"        "    Rough,  Screwed  for  Iron  Pipe,  with 

Shoulder 99 

"    Finished,  Screwed  for  Iron  Pipe,  with 

Shoulder, iqq 

"    Plain,  Rough, 88 

"        "     Finished, 88 

"        "      Flange  and  Thimble,         .        .        .91 
"  "       Nut  and  Bent  Coupling,        .    92 

"        "      Rough,  Screwed  for  Iron  Pipe,  with- 
out Shoulder,         .        .        .        .96 
"        "      Finished,   Screwed    for    Iron    Pipe, 

without  Shoulder, .        .        .        .97 
"        "      Rough,  Screwed  for  Iron  Pipe,  with 

Shoulder, 97 

"        "      Finished,    Screwed    for   Iron   Pipe, 

with  Shoulder,       .        .        .        .93 

"     Wash  Tray go 

"        "        "      Flange  and  Thimble,       .        .     93 
■    "        "  "      Nut  and  Bent  Coupling,    94 
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Bibb,  Wash  Tray,  Screwed  for  Iron  Pipe,  without 

Shoulder,      .        .        .        .100 
"        "        "      Screwed    for  Iron  Pipe,  willi 

Shoulder,      .        .        .        .101 

"        "      Straight, 90 

"        "        "  "        Flange  and  Thimble,    94 

"        "        "  "        Screwed  for  Iron  Pipe, 

without  Shoulder, .  101 
"        "        "  "        Screwed  for  Iron  Pipe, 

with  Shoulder,       .  102 
"        "        "     New  Pattern,  Flange  and  Thim- 
ble, 


Hopper  Cock, 


Screwed  for  Iron  Pipe, 


Hydrant 


for  Lead  and  Iron  Pipe, 
Screwed  for  Iron  Pipe, 
New  Pattern,  . 


95 
116 
116 
111 
111 
112 
112 


for  Lead  and  Iron  Pipe,  113 
Screwed  for  Iron  Pipe,  113 
.  127 
.  127 


Pantry  Cock,  Uose  End, 

"  "      Plain,      . 

"  "      Fancy  Hose  End, 

"      Plain,  . 
Shampooing  Cocks,  Double, 

"        and  Basin  Cocks,  Double, 

Shower  Bath  Cock 

"  "        "     Screwed  for  Iron  Pipe, 

Sill  Cocks 

Stop,  Rough,         .  ~      . 

"     Finished, 

"     Rough,  for  Lead  and  Iron  Pipe,  . 

"         "      Screwed  for  Iron  Pipe,     . 

"    Finished,  for  Lead  and  Iron  Pipe, 

"  "       Screwed  for  Iron  Pipe,  . 

"    Rough,  Finished  Flange  and  Handle, 


.  128 

.  128 

121,  122 

123,  126 

.  107 

.  107 

109,  110 

.  104 

.  104 

.  10.5 

.  106 

.  105 

.  106 

.  108 


Urinal  Cock, 


"    Screwed 
for  Iron  Pipe.  108 
109 


SteTDlins'  Compression  Work. 

Basin  Cocks, 144 

Bibb,  Hose, 133 

•'        "     Flange  and  Thimble,  ....  135 

"        "  "     Nut  and  Bent  Coupling,  .        .  135 

"        "     Screwed  for  Iron  Pipe,  without  Shoul- 
der,.       .        .        .        .        .        .138 

"        "     Screwed  for  Iron  Pipe,  with  Shoulder,  138 

"    Plain, 132 

"      Flange  and  Thimble,        .        .        .134 
"        "      Flange,  Nut  and  Bent  Coupling,       .  134 
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Bibb,  Plain,   Screwed    for   Iron    Pipe,    without 

Shoulder, 137 

"        "      Screwed  for  Iron  Pipe,  with  Shoul- 
der  137 

"     Wash  Tray 133 

"      Flange  and  Thimble,       .        .  136 
"        "        "  "    Nut  and  Bent  Coupling,  136 

"        "        "      Screwed  for  Iron  Pipe,  without 

Shoulder 139 

"        "        "      Screwed   for   Iron   Pipe,  with 

Shoulder,      .        .        .        .139 

Hopper  Cock, 146 

Hydrant  Cock, 143 

'•         "     with  Flange, 143 

"         "    Screwed  for  Iron  Pipe,  .        .        .  144 

Shower  Bath  Cock 141 

"  "        "      Screwed  for  Iron  Pipe,        .  141 

Sink  Cock 145 

"    Hose  End, 145 

Stop,  Plain 140 

"  "  Screwed  for  Iron  Pipe,  .  .  .  140 
"  Rough,  Finished  Flange  and  Handle,  .  .  142 
„         «  «  «        «  "   Screwed 

for  Iron  Pipe,  142 


Self-Closing  Work. 

Basin  Cocks, 150,  154 

"      Cock,  Double, 154 

"  "      Telegraph, 154 

Bibb,  Hose, 147 

"      Flange  and  Thimble, .        .        .        .148 
"        "      Screwed  for  Iron  Pipe,  with  Shoulder,  149 

"    Plain, 147 

"      Flange  and  Thimble,         .         .         .148 
"        "      Screwedfor  Iron  Pipe,  with  Shoulder,  149 

"     Telegraph, 152 

Flange  and  Thimble,        .        .  152 
"  "  Screwed    for    Iron    Pipe,  with 

Shoulder,         .        .        .        .153 

Cooler  Cock,  Telegraph, 153 

Hopper  Cock,        . 155 

Pantry      "  151 

Urinal       " 151 

Miscellaneous  Brass  Work,  etc. 

Air  Vent, 191 

Ball  Lever,  for  Closet, 186 

Basin  Clamps 180 

"      Grate, 170 

"     Joint 180 

"    Plug, i:o 
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Basin  Plug,  Patent  Overflow 170 

"    for  Iron  Wash  Stand, .        .        •        .171 

"     Pulls 173 

"     Valves, 174 

"     Waste  Valve, 173 

Bath  Slide, 172 

"    Valve, 174 

"     Waste  Valve, 173 

"     Waste  and  Washer, 172 

"         "       "  "       with  Standing  Pipe,     .  172 

Bell  Trap,  Iron, 187 

"      "     Lead 187 

Blank  Cap, 167 

Boiler  Couplings,  for  Copper  Boilers,  .        .        .  164 
"  "  "   Iron  Boilers,         .        .        .  105 

Butler's  Sink  Plug 171 

Cast  Plates, 181 

Chain, 188 

"      Rings, 182 

"     Stays, 177,  178 

"    with  Ring  Cup, 178 

Closet  Cranks 186 

"     Valves, 175 

Deck  Screw, 171 

Fan  Screw, 182 

Ferrule,  for  Iron  Pipe,  End,         ....  165 
"      "        "     Side,.        .        .        .        .165 

Filters, 187 

Garden  Syringe, 159 

Hopper  Valves 205 

Hoppers  with  Valve,     .....  204 

Hose  Bands 199 

"     Bibb  End 167 

"     Coupling 161,  162 

"  "        Suction 162 

"    Nipples, 167 

"    Nozzles,  to  tie  on 156 

"     Pipes, 156,  157 

"     Pipe,  Compression,      .....  157 

"        "    for  Fire  Engine 158 

"        "     Paragon,     .        .        .    •    .        .        .  159 

'•     Rubber, 199 

"     Sprinklers, 160 

Hydrant,  Complete, 207 

Clamp, 169 

"        Handle  and  Guide,         .        .        .        .168 
"  "        "     Triangular  Guide,      .        .  169 

"  "    for  Compression  Cock,        ,        .  169 

"       Nozzles, 168 

Post 207 

Socket, 169 

Self-acting 207 

Iron  Stand  for  Beer  Pump, 189 


PAGE 

Lead  Traps  and  Bends, 208 

Marble  Slabs, 198 

Plain  Coupling .  163 

Plated  Screws, 182 

Pump,  Beer, 189 

"         "     on  Iron  Stand, 189 

"        "     "      "        "     with  Counter  and  Beer 

Cock.  etc..         .        .189 

Pump,  Beer,  for  Counter 190 

"     Wheel  Air, 191 

"     Cistern,  Copper 197 

"     Liquor,  Copper 197 

Pumps,  Lift  and  Force,  ....  192,  193 
Pump,  Lift  and  Force,  with  Flanges,  .  .  .  193 
"  "  "  '■  Air  Chamber,  .  .  192 
Pumps,  Lift  and  Force,  Double  Acting,  .  195,  196 
Pump,  Plumbers'  Force,  .....  192 
"  "  "      New  Pattern,     .        .        .192 

"      Ship,  Double  Acting 194 

"      Valve  and  Strainer 176 

Screw,  for  Back  of  Slab, 182 

Sewer  Valve 175 

Shampooing  Sprinklers,        .....  160 

Ship  Closet  Valve, 176 

Sink  Plug,  for  Earthen  Sink,        .        .        .        .170 

"  or  Bath  Plug, 171 

Soap  Cups 178 

"     Cup,  Chain  Stay  and  Ring   Holder   Com- 
bined,   179 

"     Cup,  Chain  Stay,  Ring  Holder  and  Brush 

Rack  Combined, 179 

Strainers, 172 

Street  Washer  Check, 169 

Screws 166,  167 

Suction  Basket, 176 

Swing  Urinal,  Copper, 205 

"      Iron,       .        .      ■  .        .        .        .205 

Tack  Moulds, 183,  184 

Trap  Screw, 171 

Tube,  with  Flange  and  Thimble  for  Basin,  .  180 

"  "        "  Bath,  .        .  180 

Urinal  Shields, 185 

Vacuum  Valve 175 

Valve  Coupling, 163 

"  "        Screwed  for  Iron  Pipe,        .        .  163 

Wash  Tray  Plug, 171 

Water  Back  Couplings, 164 

Water  Closet,  American  Defiance,       .        .        .  200 
"      Bartholomew's,       .        .        .        .202 

"      Carr's  2  A., 202 

"      Cistern 208 

"      Jennings', 200 

"      Monitor, 201 
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Water  Closet,  Monitor,  of  1868,  .        .        .        .201 

'•      Ship, 206 

"      "    Patented, 20B 

"         "      Valve,  complete  with  Case,    .        .  203 


PlumlDers'  Copper  Ware. 

Air  Chamber, 213 

Ball, 213 

Bath  Tub, 209 

"       "    French, 209 

••      "    Foot, 209 

"      "    Seat, 209 

Bidet  Pan, 211 

Boiler,  Dome  Head, 210 

"    Flat  Head, 210 

Closet  Pan, 211 

Fan, 213 

Showers, 212 

Sink,  Square, .211 

"    Oval, 211 

Wash  Basin 211 


Iron  Boilers. 

Galvanized, 214 

Plain, 214 

Plum"bers'  Iron  Ware. 

Bands, 253,  254 

Bath  Tubs, 224,  225 

"    Tub  Connection,  .        .        .        .255 

Bends, 252 

Boiler  Stand, 228 

"      Lockwood 228 

Branches,  T.,  Y.,  and  Cross  Head,       .        .        .253 

Cesspools, 226,  227 

Cesspool  Plates, 227 

Closet  Bowls 246 

with  Traps, 247 

Double  Hub 254 

Furnace,  Charcoal, 228 

Plumbers', 225 

Hoppers, 245,  246 

Hopper,  Slop, 223 

Hoppers  and  Wash  Bowls  Combined,  .        ■        .  247 

"      with  Traps, 248 

Leader  Pipes, 257 

Offsets, 254 

Pipe, 251 

"    Double  Hub,        .        .        .        .        ,        .251 
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Pipe,  Rest 266 

"     Stoppers, 255 

Reducing  Pieces 254 

Saddle  Hub, 255 

Single  Hub, 265 

Sink,  Corner 216 

"     Demarest  Pattern, 222 

"     Half  Circle, 216 

"    McKenzie  Pattern, 221 

Sinks,  Slop, 217 

Sink,  Slop,  witli  Hopper, 223 

Sinks,  Square 215 

Sink,  Square,  Patent  Overflow,   .        .        .        .217 

"  "      with  Legs 218 

"  "         "      "      and  Back,        .        .        .219 

Sink  Backs, 219,  220 

"    Coupling, 220 

"    Leg 218 

"    Strainer,  Open, 220 

Plug, 220 

"    Traps,  . 220 

Slabs  and  Bowls, 244 

"        "      Sectional 242 

Soap  Cup,  for  Sinks  and  Wash  Tubs,  .        .  222 

Solder  Moulds, 229 

"      Pots, 228 

Stop  Cock  Box, 227 

Straight  Sleeve, 255 

Street  Washer  Box, 227 

Thimbles, 255 

Traps,  ....  ...  256,  257 

"     Hopper, 250 

Trap  Moulds,        .        .        .        .       ".        .        .229 

Urinals 249 

Wash  Basin, 246 

"    Stands, 231,  241,  243 

"    Tubs, 230 

PlumlDers'  CalDinet  Ware. 

Bidet  Case, 265 

Front  and  Cover  for  Bath  Tub,    .        .        .        .266 

Wash  Stands, 259,  263 

Wash  Stand,  Corner, 258 

Water  Closet  Cases, 264 

PlumlDers'  Earthenware. 

Bidet  Pan 286 

Closet  Basin,  Fancy,  French 278 

Oval, 278 

White,  French,       .        .        .        .279 
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Closet  Basin,  White,  Oval, 279 

Hopper  Basins,      .......  285 

"       Basin,  Slop, 285 

Hoppers,  Railroad  Car, 287 

Pantry  Sink 285 

Ship  Closet  Basins, 285,  286 

Slabs  and  Basins,  Combined,       .        .        .   280,  282 

Soap  Cup 286 

Urinals, 283,  284 

"       Railroad  Car, 287 

Wash  Basins,  Fancy,   ....        -   269,  277 

Wash  Basin,  Marbled, 267 

"         "  "         Patent  Overflow,      .        .  268 

"         "  "  "  "        and  Rub- 

ber Plug,     .        .        .268 


Wash  Basin,  White, 267 

"         "       Railroad  Car, 287 


PlumlDers'  Tools,  Etc. 

Gas  Hooks, 291 

Hydrant  Rod, 291 

Plumbers'  Hooks, 291 

Solder, 292 

Street  Washer  Key 291 
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In  Okdeeing,  Please  Eefee  to  the  Illustrated  Catalogue  and  Name 

THE  Figure. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


^EWMMMMg'  BM^m  W@MM. 


PLAIH  BIBB. 

Fio.  1. 


BOUGH. 

Size,  i,  f,  i,  f,  i,  1,  li,  li,  If,  2,  2i,  2i,  3,  3i,  4  inch. 


PLAIIT  BIBB. 


FINISHED    AND    PLATED. 

Size,  i,  f,  i,  f,  i,  1,  li,  U,  li,  2,  2i,  24,  3,  34,  4  inch. 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 


PLAIIT  BIBB,  LONG  SHAUK,  T  HANDLE. 


Size,  f,  i,  §,  i,  1  inch. 


PLAIU  BIBB,  LONG  SHANK. 


Fie.  4. 


FINISHED. 

Size,  i,  f,  i,  f,  I,  1  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


HOSE  BIBB. 


>  BOUGH.  » 

Size,  f,  4,  S,  I,  1,  li,  U,  11,  2  inch. 


HOSE  BIBB. 

Fig.  6. 


FINISHED. 


Size,  f,  i,  f,  I,  1,  li,  li,  li,  2  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


WASH  TRAY  BIBB. 


FINISHED. 

Size,  f,  i,  §,  i,  1  inch. 
.»•♦ 

BATH  BIBB. 


FINISHED    AND    PLATED. 

Size,  i,   §,  I,  1  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


PLAIU  BIBB,  FLANGE  AND  THIMBLE. 


Fis.  9. 


FINISHED    AND    PLATED. 


Size,  f,  i,  f,  I,  1,  li  inch. 


PLAIU  BIBB,  FLAHaE,  HUT  AlTD  BENT  COUPLIITG. 


Fisr.  lO. 


FINISHED    AND    PLATED. 

Size,  i,  i,  I  inch. 


HAYDEN,  GERE   &.  GO'S  ILLUSTRATED  CATALOGUE, 


HOSE  BIBB,  FLAN&E  AND  THIMBLE. 


Fia^.  11. 


FINISHED    AND    PLATED. 

Size,  i,  §,  I,  1,  li  inch. 


HOSE  BIBB,  FLANGE,  NUT  AND  BENT  COUPLING. 


FiS'  12. 


FINISHED    AND    PLATED. 


Size,  J,  f,  I  inch. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 


WASH  THAY  BIBB,  FLANGE  AUD  THIMBLE. 


Fiff-  13. 


FINISHED. 


Size,  f,  i,  f,  I,  1  inch. 
♦♦♦ 

WASH  TRAY  BIBB,  FLAUGE,  HUT  AlTD  BENT  COUPLING. 

Fig.  14. 


FINISHED. 


Size,  i,  f,  f  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


BATH  BIBB,  FLAUGE  AND  THIMBLE. 


FINISHED    AND    PLATED.     ' 

Size,  i,  f,  f  inch. 


BATH  BIBB,  FLAITGE,  HUT  AND  BENT  COUPLING. 


FINISHED    AND    PLATED. 

Size,  I,  f  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


PLAIH  BIBB,  SCREWED  FOR  WOOD. 


Fis-  I'T. 


Size,  i,  f,  i,  i  I,  1,  li,   li,   If,   -2  inch. 


PLAIU  BIBB,  SCREWED  FOR  WOOD. 


Fis.  IS. 


FINISHED. 


Size,  i,  f,  h  t,  I,  1,  U,  U,  If, 


ich. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


PLAIU  BIBB,  LOm  SHANK,  SCREWED  FOR  WOOD. 

Fiff.  19. 


FINISHED. 

Size,   J-,   f,  i,   H,   I,  1  inch. 


PLAIH  BIBB,  SCREWED  FOR  IRON  PIPE,  WITHOUT  SHOULDER. 


Fio.  SO. 


EOUGII. 

Size,  i,  I,  h  f ,  I,  1,  14,-  14,  2  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


PLAIN  BIBB,  SCREWED  FOR  IROIT  PIPE,  WITHOUT  SHOULDER. 


Fio-.  ^1. 


FIXISHED. 


Size,  i,  f,  i,  f,  I,  1,  U,  n,  2  inch. 


PLAIU  BIBB,  SCREWED  FOR  IROU  PIPE,  WITH  SHOULDER. 


Fio-.  22. 


^,Aiwi  «>^  .rtSSismi  J^'^ 


ROUGH. 

Size,  i,  S,  h,  S,  I,  1,  H,  H,  2  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


PLAIIT  BIBB,  SCHEWED  FOR  IROIT  PIPE,  WITH  SHOULDER. 

Fig-.  SS. 


FIXISHED. 


J * 


Size,  i,  i,  i,  f,  i,  1,  li,  1*,  2  inch. 


HOSE  BIBB,  SCREWED  FOR  IROIT  PIPE,  WITHOUT  SHOULDER. 


F"io-.  24r. 


BOUGH. 

Size,  i,  *,  «,  I,  1,  li,  li,  2  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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HOSE  BIBB,  SCREWED  FOU  IRON  PIPE,  WITHOUT  SHOULDER. 


FINISHED. 

Size,  f,  i,  f,  i,  1,  li-,  li,  2  inch 


HOSE  BIBB,  SCREWED  FOR  IRON  PIPE,  WITH  SHOULDER. 


Fie.  ^6. 


^ '.■,r*K'-/!i'''^--'3ii;i--- ! ;  -v  ■ 


EOUGH. 

Size,  f,  i,  f,  i,  1,  li,  li,  2  inch. 


u 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


HOSE  BIBB,  SCREWED  FOR  IRON  PIPE,  WITH  SHOULDER. 

Fie.  S'^. 


FINISHED. 


Size,   i,  i,  §,  f,  1,  li,  li,  2  inch. 


il! 


WASH  TRAY  BIBB,  SCREWED  FOR  IROU  PIPE,  WITHOUT 

SHOULDER. 


FINISHED. 


Size,  I,  i,  t,  f,  1  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


15 


WASH  TRAY  BIBB,  SCHEWED  FOU  IROIT  PIPE,  WITH 

SHOULDER. 


FINISHED. 

Size,   §,  i,  g,  I,  1  inch. 

BATH  BIBB,  SCREWED  FOR  IRoir  PIPE,  WITHOUT  SHOULDER. 

Fiff.  30. 


FINISHED. 

Size,  i,  f,  f  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE, 


BATH  BIBB,  SCREWED  FOR  IRON  PIPE,  WITH  SHOULDER. 

Fig".  31- 


FINISHED. 


Size,  i,  f,  I  inch. 


FLANGE  FOR  BIBBS,  SCREWED  FOR  IRON  PIPE,  WITHOUT 

SHOULDER. 

Fig.  3S. 


FINISHED. 


Size,   i,  i,  i,  |,  1,  li,   li  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


17 


HOUGH  STOP,  T  HANDLE,  RIVET. 

With  oe  Without  Waste. 
Fis.  33. 


Size,  i,  f,  i,  I,  i,  1,  li,  li  inch. 


ROUGH  STOP,  T  HANDLE,  RIVET. 


Tube 

Waste,  Stop  on 

Key 

Fig-.  34. 

^^^^ 

1 

I:N{jcer'e!|^ 

"-L    ill.,. 

Size,  i,  f,  i,  t,  I,  1,  li,  H  inch. 
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HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 


ROUGH  STOP,  T  HANDLE,  ITUT  AlTD  WASHER. 


Size,  i,  f,  i,  §,  i,  1,  H,  IJ  inch. 


ROUGH  STOP,  T  HAITDLE,  NUT  AND  WASHER. 

Tube  Waste,  Stop  on  Key. 
Fig-.  36. 


Size,  i,  t,  i,  f,  |,  1,  li,  li  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE, 


ROUaH  STOP,  LEVER  HAUDLE. 


Fiff.  S-r. 


''«-^t"';'*^*Wt.*5*' 


.r' 


Size,  i,  f,  h  f,  I,  1,  U,  U,  If,  2,  2i,  24,  3,  34,  4  inch. 


HOUGH  STOP,  LEVER  HAUDLE. 

Tube  Waste,  Stop  on  Key. 
Fie-.  3S. 


Size,  i,  I,  i,  f,  i,  1,  li,  li,  II,  2,  2i,  24,  3,  34,  4  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


ROUGH  STOP,  T  HAUDLE,  ROUND  WAY,  HUT  AND  WASHER. 


Size,  S,  h  §,  I,  1,  li,  n,  2  inch. 


ROUGH  STOP,  T  HANDLE,  ROUND  WAY,  NUT  AND  WASHER.  ^ 


Tube  Waste,  Stop  on  Key. 


Size,  f,  i,  i  f,  1,  li,  U,  2  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE, 


21 


HOUGH  STOP,  LEVER  HANDLE,  ROUND  WAY. 


Fig.  41. 


-  ■ E , ^m^^^W^ii 

I  •■■.■.    ^'^-'JySWiliir.-- .;i-.5".-J=~tt  ■'-■■■■ 


Size,  f,  h  h  I,  1,  U,  n,  If,  2,  2i  inch. 


ROUGH  STOP,  LEVER  HANDLE,  ROUND  WAY. 

Tube  Waste,  Stop  on  Key. 


Ci^l»^^lli 


B 


.*'«ji*i4'^Si;£s'-jiif-ffe*'* 


Size,  f,  i,  S,  i,  1,  li,  Ih  li,  2,  24  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


BROOKLYIT  ROUGH  STOP,  T  HANDLE. 

Tube  Waste,  Stop  on  Key. 
Fig.  43. 


Size,  i  inch. 


BUOOKLYU  ROUGH  STOP,  LEVER  HANDLE. 


Tube  Waste,  Stop  on  Key, 
Fis.  44. 


Awi 


Size,  i  inch. 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 
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ROUGH  STOP,  LEVER  HANDLE,  WITH  PLAIIT  COUPLING. 


Fis.  4SJ. 


Size,  §,  i,  S,  I,  1,  11,  Ih  inch. 


^  ROUGH  STOP,  LEVER  HANDLE,  SCREWED  FOR  WOOD,  WITH 
;  HOSE  COUPLING. 


Fie-.  46. 


Size,  i,  f,  i,  1,  H,  li  inch. 


24 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  GATALOGUE. 


ROUaH  STOP,  T  HANDLE,  HIVET,  FOR  LEAD  AlTD  IHON  PIPE. 

With  ok  Without  Waste. 


ft 

IS 

i 

Size,  i,  f,  i,  f,  f,  1  inch. 


ROUGH  STOP,  T  HANDLE,  RIVET,  FOR  LEAD  AND  IRON  PIPE. 


Tube  Waste,  Stop  on  I^y. 
Fig--  4S. 


Size,  i,  I,  i,  §,  i,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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HOUGH  STOP,  T  HANDLE,  ITUT  AND  WASHER,  FOB,  LEAD 

AND  inOH  PIPE. 


Fio.  J.9. 


Size,  i,  f,  i,  S,  |,  1,  li,  1^,  2  mch. 


EOUGH  STOP,  T  HAITDLE,  UUT  AlTD  WASHEH,  FOR  LEAD 

AlTD  mOU  PIPE. 


Tqbe  Waste,  Stop  on  Key. 

Fia-.  so. 


Size,  4,  I,  i,  §,  i,  1,  li,  li,  2  incli. 
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HAYDEN,  GERE  &  COS  ILLUSTRATED  CATALOGUE, 


HOUGH  STOP,  LEVER  HAITDLE,  FOR  LEAD  AUD  IRON  PIPE. 


Fio.  ^1, 


Size,  i,  i,  i,  i  I,  1,  li,  1*,  2  inch. 


ROUGH  STOP,  LEVER  HAITDLE,  FOR  LEAD  AUD  IRON  PIPE,  ^ 


Tube  Waste,  Stop  on  Key. 


Size,  i,  §,  i,  I,  i,  1,  H,  IJ,  2  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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ROUGH  STOP,  T  HANDLE,  HIVET,  SCREWED  FOR  IROU  PIPE. 


With  or  Without  Waste. 


Size,  i,  I,  i,  's,  i,  1  inch. 


^.  ROUGH  STOP,  T  HANDLE,  RIVET,  SCREWED  FOR  IRON  PIPE. 


Tube  Waste,  Stop  on  Key. 


Size,  i,  f,  i,  f,  i,  1  inch. 


28 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  GATALOGUE. 


EOUGH  STOP,  T  HAITDLE,  HUT  AND  WASHER,  SCREWED 

FOR  IRON  PIPE. 


Size,  i,  f,  i,  i,  I,  1,  li,  li,  2  inch. 


ROUGH  STOP,  T  HANDLE,  NUT  AND  WASHER,  SCREWED 

FOR  IRON  PIPE. 

Tube  Waste,  Stop  on  Key. 
Fig.  S6. 


Size,  i,  i,  i,  i,  i,  1,  li,  li,  2  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


29 


EOUGH  STOP,  LEVER  HANDLE,  SCREWED  FOR  IROU  PIPE. 


Fig-.  S'T'. 


Size,  I,  f,  i,  f,  i,  1,  li,  li,  2  inch. 


5    ROUaH  STOP,  LEVER  HAITDLE,  SCREWED  FOR  IRON  PIPE. 


Tube  Waste,  Stop  on  Key. 


gM!«\       ^^ 


HT 


Size,  i,  t,  i,  f,  i,  1,  li,  li,  2  incli. 
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HAYDEN,  GERE   &  GO'S  ILLUSTRATED  CATALOGUE. 


ROUGH  STOP,  T  HAITDLE,  ROUUD  WAY,  HUT  AUD  WASHER, 
SCREWED  FOR  IRON  PIPE. 


Fio.   39. 


Size,  i,  i,  f,  i,  1,  li,  li,  2  inch. 


ROUGH  STOP,  T  HANDLE,  ROUND  WAY,  NUT  AND  WASHER,  J 
SCREWED  FOR  IRON  PIPE.  ^. 

d 
TuBjs  Waste,  Stop  on  Key.  u 

Fio-  C50-  ^ 


Size,  i  i,  ^,  i,  1,  li,  li,  2  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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HOUGH  STOP,  LEVER  HAITDLE,  ROUUD  WAY,  SCREWED  FOR 

IRON  PIPE. 


Size,  f,  i,  f,  f,  1,  li,  li,  2  inch. 


ROUGH  STOP,  LEVER  HANDLE,  ROUHD  WAY,  SCREWED  FOR 

IROIT  PIPE. 

Tube  Waste,  Stop  on"  Key. 


Size,  I,  i,  i,  i,  1,  li,  Ih,  2  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


ROUGH  STOP,  LEVEH  HAITDLE,  ROUND  WAY. 


Tube  Waste,  Stop  on  Key. 
"H"  Pattern. 
Fiff.   63. 


Size,  i,  i,  |  inch. 


ROUGH  STOP,  LEVER  HANDLE,  ROUND  WAY,  SCREWED 

FOR  IRON  PIPE. 


TriiE  Waste,  Stop  on  Key. 

''H"  Pattern. 
Fis-.  64. 


8' 


Size,  i,  J,  1  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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BROOKLYN  ROUGH  STOP,  T  HANDLE,  SCREWED  FOR  IRON  PIPE. 

Tube  Waste,  Stop  on  Key. 


Size,  i  inch. 


BROOKLYH  ROUGH  STOP,  LEVER  HANDLE,  SCREWED 
FOR  IRON  PIPE. 

Tube  Waste,  Stop  on  Key. 


fi^^h^v. 


'  '■■  V-  ^ijli^- 


Size,  i  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


PLAIU  STOP. 


Fia.  G' 


FINISHED    AND    PLATED. 

Size,  i,  i,  h  h  f,  1,  li,  H,  II,  2,  21,  2h,  3  inch. 


PLAIN  STOP,  SCREWED  FOR  IRON  PIPE. 


Fis-.  6S. 


FINISHED    AND    PLATED. 

Size,  i,  i,  i,  I,  i,  1  inch. 


HAYDEN,  GERE   &  GO'S  ILLUSTRATED  GATALOGUE. 
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SHOWER  BATH  COCK. 


Fie.   69. 


FINISHED    AND    PLATED. 


Size,  f,  i,  t,  f,  1  inch. 


SHOWEH  BATH  COCK,  SCREWED  FOR  IROU  PIPE. 


Fiff.  ^O. 


lilt 

IM 

FINISHED    AND    PLATED. 

Size,   f,  i,  t,  i,  1  incli. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


SHOWER  STOP,  FLANGE  AUD  HANDLE. 


Fis.  7^1. 


ROUGH,    FINISHED    AND    PLATED    FLANGE   AND    HANDLE. 


Size,  i,  t,  i  inch. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE, 
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SHOWER  STOP,  FLANGE  AUD  HANDLE,  SCREWED 
FOR  IRON  PIPE. 


ROUGH,    FINISHED    AND    PLATED    FLANGE    AND    HANDLE. 

Size,  4,  t,   i  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


CmCULATIlTG  STOP. 


FINISHED    AND    PLATED. 

Size,  i,  f,  I  inch. 


SILL  COCK. 


Fia^.  7^4. 


Size,  i,  I  inch. 


HAYDEN,  GERE   &  GO'S  ILLUSTRATED  CATALOGUE. 
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hydhaut  cock,  hivet. 


Fio-.  ^S. 


Size,  i,  f,  5,  1   inch. 


HYDRAUT  COCK,  UUT  AUD  WASHER. 

Fig.  7^6. 

(^^^^  i- '^""^  W^  Vf/yi  T^s^'^J! 


Size,  i,  f ,  I,  1  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


HYDRANT  COCK,  ITUT  AlTD  WASHER,  ROUHD  WAY. 


FiSf. 


Size,  i,  t,  I,  1  inch. 


HYDRANT  COCK,  RIVET  BOTTOM,  FOR  LEAD 
AND  IRON  PIPE. 


Fis.  ^S. 


Size,  J,   f,  I,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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HYDRANT  COCK,  NUT  AND  WASHER,  FOR  LEAD 
AND  IRON  PIPE. 


Fiff.  7^0. 


Size,  i,  f,  i,  1  inch. 


HYDRANT  COCK,  ROUND  WAY,  NUT  AND  WASHER, 
FOR  LEAD  AND  IRON  PIPE. 

Fiff.  SO. 


Size,  i,  f,  i,  1  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


HYDRAUT  COCK,  RIVET,  SCREWED  FOR  IRON  PIPE. 

Fig.  SI. 


Size,  i,  f,  f,  1  inch. 


HYDRAUT  COCK,  HUT  AlTD  WASHER, 
SCREWED  FOR  IRON  PIPE. 


Fia^.  ^2. 


Size,  i,  i,  I,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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HYDRANT  COCK,  ROUITD  WAY,  HUT  AUD  WASHER, 
SCREWED  FOR  IRON  PIPE. 


Fis.  ?^3. 


Size,  i,  f,  I,  1  inch. 


DOUBLE  STREET  WASHER  COCK,  SCREWED 
FOR  IRON  PIPE. 


Fis-.  S4. 


Size,  i,  i,  1  inch. 


44 


HAYDEN,  GERE   &  GO'S  ILLUSTRATED  CATALOGUE. 


BALL  COCK. 


Size,  f,  i,  I,  I,  1,  li  inch. 


BALL  COCK,  SCREWED  FOR  IRON  PIPE. 


Fig.  se. 


Size,  I,  i,  g,  f,  1,  IJ  inch. 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 
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RAIN  AND  WELL  WATER  COCK. 


Size,  f ,  1,  li,  li,  2  inch. 


RAIN  AND  WELL  WATER  COCK,  SCREWED  FOR  IRON  PIPE. 

Fig-  SS. 


Size,  I,  1,  li,  li,  2  inch. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 


CORPORATION  STOP,  FOR  CEMENT  PIPE, 
BENT  COUPLING. 


Fio-.  S9. 


Size,  f,  i,  I,  I,  1,  li  inch. 


CORPORATION  STOP,  FOR  CEMENT  PIPE, 
STRAIGHT  COUPLING. 


Fio-.  OO. 


Size,  t,  i,  I,  I,  1,  li  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


47 


CORPOHATION  STOP,  SCREWED  OUTSIDE  FOR  IRON  PIPE, 

BENT  COUPLIITG. 


Fig^.  91. 


Size,  I,  i,  f,  f,  1,  li  inch. 


CORPORATION  STOP,  SCREWED  OUTSIDE  FOR  IRON  PIPE, 
STRAIGHT  COUPLING. 


Fio.  OS. 


rn 


«*' 


\^ 


Size,  f,  J,  f,  I,  1,  li  inch. 
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HAYDEN,  GERE   &  GO'S  ILLUSTRATED  CATALOGUE 


corpohatioit  stop,  screwed  inside  for  irou  pipe, 
bent  coupling. 


FiS'  93. 


Size,  I,  i,  i  I,  1,  li  inch. 


CORPORATION  STOP,  SCREWED  INSIDE  FOR  IRON  PIPE, 
STRAIGHT  COUPLING. 


Fig.  94. 


Size,  I,  i,  i,  I,  1,  li  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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CORPORATION  STOP,  BOTH  ENDS  SCREWED  FOR  IRON  PIPE. 


Fie.  OS. 


Size,  f,  i,  f,  I,  1,  li  inch. 


CORPORATION  STOP,  SCREWED  OUTSIDE  AND  INSIDE  FOR 

IRON  PIPE. 


Fie-.  &G. 


Size,  i,  i,  f,  I,  1,  li  inch. 


fiO 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE, 


CORPORATION  STOP,  FOR  IRON  PIPE. 


Fiff.  97^. 


Size,  I,  i,  J,  I,  1,  li  inch. 


CORPORATION  STOP,  FOR  IRON  PIPE,  WITH  EEL  GUARD. 


Patented. 


Size,  S,  i,  i,  I,  1,  IJ  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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CISTERN  COCK. 

F"ie-.  9Q. 


BOUGH. 

Size,  i,  S,  i,  1,  IJ,  1^  inch. 


CISTERN  COCK. 

Fig.  lOO. 


FINISHED. 

Size,  i,  f,  I,  1,  li,  14  inch. 


62 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE, 


hoppeh  cock,  loitg  stem. 


Fio-.  lOl. 


ROUGH,  FINISHED  FLANGE  AND  HANDLE. 

Size,  i,  t,  i  inch. 


SHIP  CLOSET  COCK. 


l^^io.  103. 


PEDESTAL  HOPPER  COCK. 

Fig.  lOS. 


KOUGH,  FINISHED  FLANGE  AND  HANDLE. 

Size,   8  inch. 


Size,  i,  I,  1  inch. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 
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BEEH  COCK,  WITH  COUPLIITG,  TO  DRIVE. 


Fig.  104. 


Size,  i,  g,  i  inch. 


BEEH  COCK,  WITH  COUPLING,  TO  SCREW. 


Fig^.  105J. 


Size,  i,  f,  I  inch. 
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HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 


BEER  COCK,  WITH  COUPLING  ON  TOP. 


Fis.  106. 


Size,  f  inch. 


BEER  COCK,  WITH  COUPLING,  SQUARE  BARREL. 


Fiff.  lOT^. 


Size,  g  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


£6 


BEER  COCK,  WITH  COUPLIITG,  HEAVY. 


Fig-.  108. 


Size,  I  inch. 


BEEH  COCK,  WITH  COUPLIITG. 


Fig.  109. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE, 


BEER  COCK,  WITH  COUPLIITG  OH  TOP. 


Fis.  no. 


BEEH  COCK,  WITH  COUPLING  OH  TOP. 


Fie^.  111. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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ALE  COCK. 

Fig.  lis. 


—tJ 


FINISHED. 


Size,  i,  I,  I  inch. 


ALE  COCK. 

Fig^-  113. 


FINISHED. 


58 


HAYDEN,  GERE   &  GO'S  ILLUSTRATED  CATALOGUE. 


ALE  COCK. 


Fi^.  114. 


FINISHED. 


ALE  COCK. 


FINISHED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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ALE  COCK. 


Fie^.  116. 


FINISHED. 


ALE  LOCK  COCK. 


Fig^.  11^. 


FINISHED. 
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HAYDEN,  GERE   &  GO'S  ILLUSTRATED   CATALOGUE. 


LAGER  BEEH  cock. 


Fig.  lis. 


FINISHED. 


LAGEH  BEEH  COCK. 


Fie-.   119- 


FINISHED. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE, 


61 


LAGER  BEER  COCK. 


Fia-  i^o. 


FINISHED. 


LAGER  BEER  BOTTLIHG  COCK. 


F±s-  12±. 


FINISHED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


RACKIIT&  COCK,  TO  DRIVE. 


Fiff.  ISS. 


FINISHED. 


Size,   i,  fV,   f,  -iVi  i,  fe.   ti  i,   »'  li  1»7  lii   U  incli. 


RACKING  COCK,  TO  SCREW. 


Fie^.  1S6. 


FINISHED. 


Size,  i,  tV,   I,  A,  i,  A,  f,  I,  h  1,  U,  li,  U  inch. 


RACKING  COCK,  TO  DRIVE,  LOOP  HANDLE. 


FINISHBD. 

Size,  IJ,  li,  li,  2  inch. 


HAYDEN,  GERE  &,  GO'S  ILLUSTRATED  CATALOGUE. 
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LOCK  COCK,  TO  DRIVE. 

English  Pattern. 


Fie-,  l^f^. 


FINISHED. 


Size,   i,   I,  -/tt,  i,  §,  I,  1  incli. 


LOCK  COCK,  TO  SCHEW. 

English  Pattern. 


FINISHED. 


Size,  i,  f,  tV,  i,  f,  I,  1  inch. 


CG 


HAYDEN,  GERE   &  CD'S  ILLUSTRATED  CATALOGUE. 


LOCK  COCK,  TO  LUIVE. 

New  Pattern. 
Fio.  13  O. 


FINISHED. 


Size,  f,   /ir,  i,   f,  |,  1  inch. 


LOCK  COCK,  TO  SCREW. 

New  Pattern. 


Fiff.  l;i51. 


FINISHED. 


Size,  I,  I'ff,  i,  f,  J,  1  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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GLOBE  COCK,  T  HAITDLE, 
TIMED  END. 


GLOBE  COCK,  T  HAITDLE, 
TO  SCHEW. 


Fia.  133. 


Fis.  133. 


^ 


i 


si 


FINISHED. 


FINISHED. 


Size,  i,  I,  i,  ^,  |,  1  inch. 


Size,  i,  f,  i,  f,  |,  1  inch. 


GLOBE  COCK,  LEVER  HAITDLE,     GLOBE  COCK,  LEVEH  HAITDLE, 
TIITITED  EITD.  TO  SCREW. 


Fio-.  134. 


Fis^.  135;. 


FINISHED. 


FINISHED. 


Size,  i,  S,  J,  B,  I,  1  inch. 


Size,  i,  f,  i,  f,  i,  1  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


BOTTLIITG  COCK,  TO  DRIVE. 

Ekglish  Pattehn. 
Fig^.  136. 


FINISHED. 


Size,   f,  tV,  i,  i,  I   iuch. 


BOTTLIHG  COCK,  TO  SCREW. 

Engijsh  Pattern. 
Fis.  13^. 


FINISHED. 

Size,   f,  x'ffi  i^  t,  I  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


69 


BOTTLIHG  COCK,  TO  DRIVE,  SCREW  ITOZZLE. 

Fie-.  13S. 


<^ 


"ti 


=sr   -  } 


FINISHED. 

Size,  i,  f,  i  inch. 


BOTTLIITG  COCK,  TO  SCREW,  SCREW  ITOZZLE. 


Fis^.  139. 


Mi  i 


\  i 


*:^'*     , 


FINISHED. 


Size,  i,  f,  I,  inch. 
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HAYDEN,  GERE   &  CD'S  ILLUSTRATED  CATALOGUE. 


BOTTLIUG  COCK,  TO  DRIVE,  GRATED  EUD. 


Fis.  140. 


Size,  f  inch. 
♦♦♦ 

BOTTLHG  COCK,  TO  DRIVE,  GRATED  EUD. 

Fig.  141. 


\      1 


PIMSHBD. 


Size,  fi  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


71 


COUNTER  COCK,  ROUND. 


COUNTER  COCK,  OCTAGOH. 


Fis.  14.2. 


Fio.  143. 


111! 


t! 


i     [', 


I  I 

'I     iHil 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 
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HAYDEN,  GERE  &,  GO'S  ILLUSTRATED  CATALOGUE. 


BAR  COCK,  No.  1. 


Fis.  144- 


FINISHED    AND    PLATED. 


BAH  COCK,  Ho.  2. 


Fio-.    14ir>. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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BAR  COCKS,  TWO  WAY. 


Fis.  146, 


FINISHED    AND    PLATED. 


BOILER  COCK. 

[ 


COMECTIITG  COCK. 

English  Patteen. 
Fio.  14S. 


FINISHED. 


FINISHED. 


Size,  J,  f,  i,  4,  i,  1  inch. 


Size,  i,  f,  i,  f,  |,  1  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


URN  COCK,  T  HANDLE. 


URU  COCK,  DROP  HAUDLE. 


Fig.  149. 


Nos.  09,  07,  05. 


Fiff.  ISO. 


Nos.  21,'22,  23. 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 


URN  COCK, 
RUBBER  T  HANDLE. 

Fig".  laJl. 


URU  COCK, 
IVORY  T  HANDLE. 

Patented. 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 
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COOLEU  COCK. 


FINISHED    AND    PLATED. 

Size,  i,  f,  i  inch. 
♦♦♦ 

COOLER  COCK. 

Fig-.  1554. 


FINISHED    AND    PLATED. 

Size,  i,  I,  i  inch. 
♦♦♦ 

COOLER  COCK. 

Fig-.  l^S. 

C i 

T      > 


^-  A\ 


PLATED. 

Size,  f  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


BASm  COCKS. 


A..     Fia-  1S6. 


B.     Fio-.  157', 


C     Fig^.  ISS. 


r>.     Fia-     ISJQ. 


FINISHED    AND    PLATED. 


The  aliove  cuts  are  one-tliird  of  the  full  size. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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BASIIT  COCKS. 


E.     t^lff.  160. 


F.     Fiff.  161. 


d.     Fiff.  1G2. 


n.     Fig^.  163. 


J^J'J 


r    -N 


>    .  'i    *'' 


/  J! 


I—    ^ 


FINISHED    AND    PLATED. 

The  above  cuts  are  one-third  of  the  full  size. 


78 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


BASm  COCKS. 

I.     Fig.  164.  J.     Fig.  16S. 


FIlSriSHED    AJTD    PLATED. 

The  above  cuts  are  one-third  of  the  full  size. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


BASIU  COCKS,  GOLD  LINED  RING  CUP. 

IM.     Fis.  16S. 


I 


hi 


"ST 
f\ 

i  I 


FINISHED  AND  PLATED. 

The  above  cuts  are  one-third  of  the  full  size. 
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HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 


BRACKET  BASIN  COCK,  PLAIU. 


Fio.  XT'. 


FINISHED    AND    PLATED. 


BRACKET  BASIU  COCK,  OCTAGOIT. 


Fis.  1T^3. 


FINISHED    AND    PLATED. 


BRACKET  SHAMPOOING  COCK. 


Fis.  1^4. 


FINISHED    AND    PLATED. 


The  above  cuts  are  one-half  of  the  full  size. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  GATALOGUE. 


SHAMPOOIITG  COCK,  UPRIGHT. 


Fig-.  IT'S. 


FINISHED    AND    PLATED. 

Numbers  correspond  with  Basin  Cocks. 


HAYDEN,  GERE   &  GO'S  ILLUSTRATED  CATALOGUE. 


SHAMPOOING  AUD  BASIU  COCK,  DOUBLE. 


Fis.  17^6. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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PAHTRY  COCK,  PLAIIT.  PANTRY  COCK,  HOSE  EUD. 


Fiff.  IT'T^. 


Fie.  l^S- 


FIlSriSHED    AND    PLATED. 


FINISHED    AND    PLATED. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


BASIN  WASTE  COCK,  Ho.  1.       BASIU  WASTE  COCK,  ITo.  2. 


r^io.  irfe>. 


Fis.  IJ^O. 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 
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BATH  WASTE  COCK,  Ho.  1.       BATH  WASTE  COCK,  Ho.  2. 


F'ia.  ISl. 


Fiff.  ISS. 


I      1,1 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


HOT,  COLD,  SHUT  AUD  WASTE  COCK. 


Fis^.  183. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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DOUBLE  BATH  COCK. 


Fis-  1S4. 


.^- 


irilii 


1,-1  P-F 


»    '   ' 


'^^^^ 


liiiii  I  miiiiiiiiiili 


ta 


FINISHED    AND    PLATED. 


With  Rubber  Tube  aud  Sprinkler,  Complete. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSION  PLAIN  BIBB. 


Fio^.  ISS- 


Size,  f,  i,  f,  f,  1  inch. 
♦♦♦ 

COMPRESSIOIT  PLAIN  BIBB. 


FINISHED    AND    PLATED  ■JPj_ 

Size,  f,  i,  f,  f,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPEESSIOIT  HOSE  BIBB. 

Fig.  isr. 


ROUGH. 

Size,  f ,  i,  §,  I,  r  inch. 


comphessiou  hose  bibb. 


FINISHED. 

Size,  f,  i,  f,  i,  1  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSION  WASH  TRAY  BIBB. 


Fiff.  ISO. 


FINISHED. 


Size,  i,  i,  I  inch. 


COMPRESSIOIT  WASH  TRAY  BIBB,  STRAIGHT. 


Fia.  190. 


FINISHED. 


Size,  i,  i,  |  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSION  BATH  BIBB. 

Fio.  191. 


ITSrlSHED    AND    PLATED. 

Size,  i,  f,  I  inch. 

comphessioit  plaih  bibbI"flaitge  and  thimble. 

Fig.  1&2. 


FINISHED    AND    PLATED.^ 

Size,  f,  i,  f,  I,  1  inch. 


92 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSIOIT  PLAIU  BIBB,  FLAFGE,  HUT  AND  BEITT  COUPLIITG. 

Fio.  103. 


FINISHED    AND    PLATED. 

Size,  i,  f,  i  inch. 


COMPRESSION  HOSE  BIBB,  FLAHGE  AHD  THIMBLE. 

Fig.  194. 


FINISHED    AND    PLATED. 

Size,  f,  i,  I,  f,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPHESSIOIT  HOSE  BIBB,  FLANGE,  HUT  AHD  BEHT  COUPLIUa. 


Fiff.  l&S. 


•/    V 


1 

I 

I 

<r 

Q 

II        I'll 

z 

'  ' 

".ii 

1  Jill 

FINISHED    AND    PLATED. 

Size,  i,  I,  I  inch. 


COMPRESSION  WASH  TRAY  BIBB,  FLANGE  AND  THIMBLE. 


Fiff.  1Q6. 


FINISHED. 


Size,  i,  I,  f  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


comphessioh  wash  tray  bibb,  flauge,  hut  ahd  bent 

coupliitg. 


FINISHED. 


Size,  i,  f,  I  inch. 


COMPRESSION  WASH  TRAY  BIBB,  STRAIGHT,  FLANGE  AND 

THIMBLE. 


FINISHED. 

Size,  i,  t,  I  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPHESSION  WASH  THAY  BIBB,  FLANGE  AND  THIMBLE. 

New  Pattern. 
Fiff.  109. 


! 


-G' 


iJl         i^ 


FIXISHED. 

Size,  i,  f,  f  inch. 


COMPRESSION  BATH  BIBB,  FLANGE  AND  THIMBLE. 

Fig-.  200. 


FINISHED    AND    PLATED. 

Size,  i,  t,  I,  1  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPHESSIOIT  BATH  BIBB,  FLANGE,  HUT  AUD  BEITT  COUPLING. 


FINISHED    AND    PLATED. 

Size,  i,  t,  i  inch. 

C0MPE,ESSI01T  PLAIN  BIBb',"sCIIEWED  FOU  IRON  PIPE, 
WITHOUT  SHOULDER. 

Fio-.  SOS. 


KOTJGH. 

Size,  f,  i,  f,  I,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSION  PLAIIT  BIBB,  SCREWED  FOR  IROU  PIPE, 
WITHOUT  SHOULDER. 

Fis^.  S03. 


FINISHED    AND    PLATED. 

Size,  I,  i,  f,  I,  1  inch. 


COMPRESSION  PLAIN  BIBB,  SCREWED  FOR  IRON  PIPE, 
WITH  SHOULDER. 


FiS'  204. 


Ji'^^-XfeySftdl 


* 


\ 

^ 


EOUGJ[. 

Size,  f,  i,  S,  I,  1  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPHESSIOIT  PLAIU  BIBB,  SCREWED  FOR  IROU  PIPE, 
WITH  SHOULDER. 


Fie-.  SOSJ- 


PINISHED    AND    PLATED. 

Size,  f,  i,  t,  i,  1  inch. 


COMPRESSION  HOSE  BIBB,  SCREWED  FOR  IRON  PIPE, 
WITHOUT  SHOULDER. 


Fig.  20G. 


ROUGH. 

Size,  I,  i,  f,  f,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSIOIT  HOSE  BIBB,  SCREWED  FOR  IRON  PIPE, 
WITHOUT  SHOULDER. 


FINISHED. 


Size,  f,  i,  §,  i,  1  inch. 


COMPRESSION  HOSE  BIBB,  SCREWED  FOR  IRON  PIPE, 
WITH  SHOULDER. 


Fis.  SOS. 


EOUGH. 

Size,  f,  i,  f,  f,  1  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE, 


COMPRESSIOIT  HOSE  BIBB,  SCREWED  FOR  IROIT  PIPE, 
WITH  SHOULDER. 


Fis.  S09. 


FINISHED. 


Size,  f,  i,  t,  i,  1  inch. 


COMPRESSIOIT  WASH  TRAY  BIBB,  SCREWED  FOR  IROU  PIPE, 

WITHOUT  SHOULDER. 


Fie-.  SIO. 


\       i 


FINISHED. 


Size,  f,  i,  f,  I  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSIOIT  WASH  TRAY  BIBB,  SCHEWED  FOR  IROU  PIPE, 

WITH  SHOULDER. 


Fig.  ail. 


FINISHED. 


Size,  f,  i,  I,  I  inch. 


COMPRESSION  WASH  TRAY  BIBB,  STRAIGHT,  SCREWED  FOR 
IRON  PIPE,  WITHOUT  SHOULDER. 


Fis-.  2X2. 


FINISHED. 


Size,  f,  i,  f,  I  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 


COMPRESSIOIT  WASH  THAY  BIBB,  STRAIGHT,  SCREWED  FOR 
IROU  PIPE,  WITH  SHOULDER. 


Fis^.  S13 


FINISHED. 

Size,  i,  ^,  I  inch. 


COMPRESSIOIT  BATH  BIBB,  SCREWED  FOR  IRON  PIPE, 
WITHOUT  SHOULDER. 


Fiff.  S14. 


FINISHED    AND    PLATED. 

Size,  i,  §,  I  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSION  BATH  BIBB,  SCHEWED  FOR  IRON  PIPE, 
WITH  SHOULDER. 


1. 


r  I  III       III 

■prwErcfcr 


\I\ 


\ 


FINISHED    AND    PLATED. 


Size,  i,  i,  f  inch. 


■HI 
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HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 


COMPRESSIOIT  STOP. 

With  or  Without  Waste. 


ROUGH. 

Size,  f,  i,  f,  I,  1  inch. 
♦•♦ 

COMPHESSIOH  STOP. 

With  oe  Without  Waste. 


11   i 


Ml'it  _'    '  ~1 


FINISHED    AND    PLATED. 

Size,  f,  i,  f,  i,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE, 
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COMPRESSIOIT  STOP,  FOR  LEAD  AND  IRON  PIPE. 

With  oe  Without  Waste. 


ROUGH. 

Size,  I,  i,  t,  i,  1  inch. 


COMPRESSION  STOP,  FOR  LEAD  AND  IRON  PIPE. 

With  oe  Without  Waste. 


.  iW  _     "1!    ■" 

||il'f|i|'    r       OERE  il,PO 


FINISHED. 

Size,  f,  i,  t,  i,  1  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSIOIT  STOP,  SCREWED  FOR  IRON  PIPE. 


With  or  Witpiout  Waste. 
Fis.  220. 


ROUGH. 

Size,  I,  4,  §,  f,  1  inch. 


COMPRESSION  STOP,  SCREWED  FOR  IROIT  PIPE. 


Fis-.  SSI. 


FINISHED. 

Size,  I,  i,  I,  I,  1  inch. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSION  SHOWER  BATH  COCK. 


FI^'ISHED. 

Size,  f,  i,  f,  I,  1  inch. 


COMPRESSIOIT  SHOWER  BATH  COCK,  SCREWED  FOR  IRON  PIPE. 


Fie-.  223. 


FI^TIs^ED. 
Size,  f,  i,  I,  i,  1  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


comphessioit  rough  stop,  finished  flange  aud  handle. 

With  ok  Without  Waste. 


FINISHED    AND    PLATED. 

Size,  I,  i,  f,  f  inch. 


COMPRESSION  ROUGH  STOP,  FINISHED  FLANGE  AND  HANDLE, 
SCREWED  FOR  IRON  PIPE. 

With  or  Without  Waste. 
Fis-  225. 


FINISHED    AND   PLATED. 

Size,  f,  i,  f,  i  inch. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSION  UEIITAL  COCK. 


Fis.  ^2G. 


FINISHED    AND    PLATED. 

Size,  f,  i  inch. 


COMPHESSIOU  URINAL  COCK,  JAM  HUT  AND  COUPLING. 

rv 


y       \ 


FINISHED    AND    PLATED. 

Size,  i  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSION  SILL  COCK. 


FINISHED. 

Size,  i,  I  inch. 

COMPRESSION  SILL  COCK. 


FINISHED. 

Size,  i,  f  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


Ill 


COMPRESSION  HYDRAUT  COCK. 


Fiff.  S30. 


KOUGH. 

Size,  f  inch. 


COMPRESSION  HYDRANT  COCK,  FOR  LEAD  AND  IRON  PIPE. 


Fig^-  ^31. 


ROUGH. 

Size,  i,  f  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPHESSIOH  HYDRANT  COCK,  SCREWED  FOR  IRON  PIPE. 


ROUGH. 


Size,  i,  i  inch. 
»♦♦ 

COMPRESSION  HYDRANT  COCK. 

New  Pattern. 


Fig-.  S33 


ROUGH.     ■ 

Size,  i,  I  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSION  HYDRANT  COCK,  FOR  LEAD  AND  IRON  PIPE. 

New  Pattern. 
Fig-.  S34. 


•Size,  i,  I  inch. 

COMPRESSION  HYDRANT  COCK,  SCREWED  FOR  IRON  PIPE. 

New  Pattern. 


ROUGH. 

Size,  i,  f  inch. 
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COMPHESSIOU  BALL  COCK. 


Fis.  23G. 


Size 'S,  i,  f,  |,n  inch. 


COMPEESSIOU  BALL  COCK,  SCREWED  FOR  IROU  PIPE. 


Fis:-  S37^. 


Size,  f,  4,  f,  I,  1  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSIOIT  HOPPEH  COCK.      COMPRESSION  HOPPER  COCK, 

SCREWED  FOR  IRON  PIPE. 


Fiff.  S39. 


Fiff.  S40. 


.^ 


ROUGH,    riiSIISHED    FLANGE    AND    HANDLE.  ROUGH,    FINISHED    FLANGE    AND    HANDLE. 

Size,  i,  i,  |  inch.  Size,  i,  4,  f  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSIOIT  BASIIT  COCKS. 


IVo.  1.     Fio-  ?>41. 


IVo-  S-      Fiff-  S4S. 
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I       I 


I    '       I 
I       |i 


J 


]Vo-  3.     Fiff.  ;343. 


]Vo.  4.     Fie-.  S44. 


%pw."='il\*«  -'«a^ 


J 


=¥" 


I        I 


FINISHED    AND    PLATED. 

The  above  cuts  are  one-third  of  the  full  size. 
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COMPHESSIOU  BASIIT  COCKS. 


IVo.  ^.     Fig.  24.S. 


TVo.  6.     Fig.  S46. 


IVo-  T'.     Fig-.  24-'7'. 


TVo.  8.     Fig.  S4S. 


FINISHED    AND    PLATED. 

The  above  cuts  are  one-third  of  the  full  size. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPHESSIOU  BASIN  COCKS. 


IVo.  9.     Fio-.  *349. 


IVo.  lO.     FiS'  SOO, 


i)"=-=^3 


i  I       1 


[       I 

ii 


nVo-  11.     Fis-  251. 


FINISHED    AND    PLATED. 

The  above  cuts  are  one-third  of  the  full  size. 


I     I 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSIOIT  DOUBLE  BASIH  COCK,  FOR  BACK  OF  SLAB. 


Fiff.  SSJ3. 


FTNISHED    AND    PLATED. 


COMPHESSIOIT  DOUBLE  BASIU  COCK,  Him  CUP. 


Fio-.  3S4. 


«)      w  ( 


3 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSION  DOUBLE  SHAMPOOHTQ  COCK. 


ivo.  1.    iPia.  sss. 


FINISHED    AND    PLATED. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


COMPHESSIOH  DOUBLE  SHAMPOOING  COCK. 


IVo-  3.     Figr.  25G. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


123 


COMPHESSIOH  DOUBLE  SHAMPOOIITG  AND  BASIH  COCK. 


ISTo.  1.     Fig^.  2^'7'. 


iinii'i  liiirTM 


FINISHED    AND    PLATED. 
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COMPRESSIOIT  DOUBLE  SHAMPOOIITG  AND  BASIU  COCK. 


TVo.  T^.     Fig^.  S^8. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSIOIT  DOUBLE  SHAMPOOING  AUD  BASIU  COCK. 


IVo.  3.     Fisr.  aSfO. 


FINISHED    AND    PLATED. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSION  DOUBLE  SHAMPOOING  AND  BASIN  COCK. 

IVo.  4.     Fia.  260. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPHESSIOIT  PAUTHY  cock,    COMPHESSIOIT  PAUTRY  COCK, 
PLAIH.  HOSE  EUD. 


Fia.  361. 


Fio-.  2G2. 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


coMPEEssiou  pahthy  cock,  coMPRESSioiT  paitthy  cock, 

LAUGE,  PLAIN.  LAUGE,  HOSE  EUD. 


Fig-.  S63. 


Fio.  S64. 


■rjiiiii 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COMPRESSIOIT  DOUBLE  BATH  COCK. 


IVo.  1.     Fig.  26S. 


FINISHED    AND    PLATED. 


With  Rubber  Tube  and  Sprinkler,  Complete. 


COMPRESSION  DOUBLE  BATH  COCK. 


IVo.  2.     Fia^.  2GG. 


FINISHED    AND    PLATED. 


With  Rubber  Tube  and  Sprinkler,  Complete. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSIOIT  DOUBLE  BATH  COCK,  HANDLES  IE  FRONT. 

IVo.  3-     Fig^.  S6^. 


FINISHED    AND    PLATED. 


With  Rubber  Tube  and  Sprinkler,  Complete. 


COMPRESSION  DOUBLE  BATH  COCK,  HANDLES  ON  TOP. 


IVo.  4.     Fig--  S6S. 


FINISHED    AND    PLATED. 


With  Rubber  Tube  and  Sprinkler,  Complete. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE, 
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comphessioh  double  bath  cock,  handles  in  fhoht. 


IVo.  5.     Fig-.  2G&. 


FINISHED    AND    PLATED. 


To  Supply  at  Bottom. 


COMPRESSIOIT  DOUBLE  BATH  COCK,  HANDLES  OH  TOP. 


IVo.  6.     Fig.  ST^O. 


FINISHED   AND    PLATED. 


To  Supply  at  Bottom. 
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fTEMmiMS^  €®MWmMMBmM  W&MM, 


STEBBIUS'  PLAIN  BIBB. 


Fiff.  ^37^1. 


fS^ 


FINISHED  AND    PLATED. 


Size,  I,  i,  I,  f,  1  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  GATALOGUE. 
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STEBBIITS'  HOSE  BIBB. 


Fiff.  2T2. 


FISISHED. 


:r^^ 


Size,  f,  i,  f,  f,  1  inch. 


STEBBIUS'  WASH  TRAY  BIBB. 


Fiar.  2T3. 


FINISHED. 

Size,  i,  I,  f  inch. 
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STEBBIUS'  PLAIH  BIBB,  FLAUGE  AUD  THIMBLE. 


Fisr.  ^7^4. 


^^ 


FINISHED    AND    PLATED. 

Size,  f,  i,  f,  I,  1  inch. 


STEBBIITS'  PLAIN  BIBB,  FLAITGE,  HUT  AND  BENT  COUPLING. 

Fig-.  2<T'S. 


FINISHED    AND    PLATED. 

Size,  i,  f,  f  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 
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STEBBIUS'  HOSE  BIBB,  FLANGE  AUD  THIMBLE. 


FINISHED    AND   PLATED. 

Size,  f,  i,  f,  f ,  1  inch. 


STEBBIITS'  HOSE  BIBB,  FLANGE,  NUT  AND  BENT  COUPLING. 


Fie-.  27"T' 


rnriSHED    AND    PIATED. 

Size,  I,  i,  f,  I,  1  inch. 
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STEBBIUS'  WASH  THAT  BIBB,  FLANGE  AND  THIMBLE. 


Fiff.  37"S. 


FINISHED. 


Size,  i,  I,  I  inch. 


STEBBINS'  WASH  TRAY  BIBB,  FLANGE,  NUT  AND  BENT 

COUPLING. 


Fis^.  2T& 


FINISHED. 


Size,  *,  ^,  I  inch. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 
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STEBBINS'  PLAIU  BIBB,  SCREWED  FOR  IROU  PIPE,  WITHOUT 

SHOULDER. 

Fig-.  SSO. 


FINISHED    AND   PLATED. 

Size,  f,  i,  f,  f,  1  inch. 


STEBBINS'  PLAIN  BIBB,  SCREWED  FOR  IRON  PIPE,  WITH 

SHOULDER. 


Fio.  SSI. 


FINISHED    AND    PLATED. 

Size,  f,  i,  f,  I,  1  inch. 
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HAYDEN,  GERE  &  COS  ILLUSTRATED  CATALOGUE. 


STEBBINS'  HOSE  BIBB,  SCREWED  FOE,  IROU  PIPE,  WITHOUT 

SHOULDER. 


FINISHED. 

Size,  f,  i,  f,  f,  1  inch. 


STEBBINS'  HOSE  BIBB,  SCREWED  FOR  IRON  PIPE,  WITH 

SHOULDER. 


Fio.  S«3. 


FINISHED. 

Size,  i,  i,  §,  I,  1  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  GATALOGUE. 
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STEBBIITS'  WASH  TRAY  BIBB,  SCREWED  FOU  IRON  PIPE, 
WITHOUT  SHOULDER. 


Fia-.  SS4. 


FINISHED. 


Size,  i,  S,  I  inch. 


STEBBINS'  WASH  TRAY  BIBB,  SCREWED  FOR  IROIT  PIPE, 
WITH  SHOULDER. 


Fig.  2^5. 


FINISHED. 


Size,  i,  f,  I  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


STEBBIUS'  STOP. 


ROUGH,    FINISHED    AND    PLATED. 

Size,  i,  i,  f,  I,  1  inch. 


STEBBINS'  STOP,  SCHEWED  FOR  IROU  PIPE. 


FINISHED    AND    EOUGH. 

Size,  f,  4,  I,  I,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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STEBBIUS'  SHOWER  BATH  COCK. 


Fis.  ass. 


riKISHED    AND    PLATED. 

Size,  i,  f,  I  inch. 


STEBBINS'  SHOWER  BATH  COCK,  SCREWED  FOR  IRON  PIPE. 


Fiff.  SS». 


I| 
I 
I. 


Jl 


FINISHED    AND    PLATED. 

Size,  i,  f,  I  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


STEBBIUS'  ROUGH  STOP,  FINISHED  FLAUGE  AND  HANDLE. 

Fio.  xiOO. 


£^ 


i:.wJm^,^-^ 

FINISHED 

AND 

PLATED. 

Size, 

f, 

h    1, 

1  inch. 

STEBBINS'  ROUGH  STOP,  SCREWED  FOR  IRON  PIPE,  FINISHED 
FLANGE  AND  HANDLE. 


Fis.  S91. 


%^-ii  ^-^?fofasi^:?t 


FINISHED    AND    PLATED. 

Size,  f,  i,  f,  I  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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STEBBIUS'  HYDRAUT  COCK. 


EOUGH. 

Size,  f,  i  inch. 
♦♦♦ 


STEBBINS'  HYDRAUT  COCK,  WITH  FLANGE. 

Fie-.  J2Q3- 


EOUGH. 

Size,  f,  i  inch. 
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STEBBINS'  HYDRANT  COCK,  SCREWED  FOR  IRON  PIPE. 


Fisr.  2&4.. 


ROUGH. 

Size,  i,  i  inch. 


STEBBINS'  BASIN  COCK. 

]Vo.  1.    Fiar.  2&S. 


STEBBINS'  BASIN  COCK. 

IVo.  2.     Fig^.  2&G. 


FINISHED    AND    PLATED. 


riNISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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STEBBINS'  SINK  COCK. 


JFig-.  SQT'. 


^'^  -7 


PIXISHED. 


Size,  S  inch. 


STEBBIITS'  SINK  COCK,  HOSE  END. 


Fig-.  S9S. 


Lf^  'JS^'\ 


I      / 


FrtriSHED. 


Size,  f  inch. 
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STEBBIITS'  HOPPER  COCK. 


Fisr-  2&&. 


^-■^ 


ROUGH,   FINISHED   FLANGE   AND   HANDLE. 


Size,  i,  f  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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SELF-CLOSING  PLAIN  BIBB. 

Patented. 
Fie^.  300. 


FINISHED    AND    PLATED. 

Size,  i,  I,  I  inch. 
♦•♦ 

SELF-CLOSING  HOSE  BIBB. 

Patented. 


\ 


^-^mr^^~-  "^M 


FINISHED    AND    PLATED. 

Size,  i,  i,  i  inch. 
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SELF-CLOSIITG  PLAIN  BIBB,  FLANGE  AND  THIMBLE. 


Patented. 


FINISHED    AND    PLATED. 

Size,  i,  f,  i  inch. 


SELF-CLOSING  HOSE  BIBB,  FLANGE  AND  THIMBLE. 


Patented. 
Fie^.  303. 


FINISHED   AND    PLATED. 

Size,  J,  f,  I  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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SELF-CLOSING  PLAIN  BIBB,  SCREWED  FOR  IRON  PIPE, 
WITH  SHOULDER. 

Patented. 
FiS'  304. 


FINISHED. 


Size,  i,  I  inch. 


SELF- 


CLOSING  HOSE  BIBB,  SCREWED  FOR  IRON  PIPE,  WITH 
SHOULDER. 


Patented. 
Fiff.  30S. 


C  \J 


FINISHED. 


Size,  i,  f  inch. 
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SELF-CLOSING  BASIN  COCKS. 

Patented. 


IVo.  1.     Fiff.  306. 


TVq.  3.     Fiff.  SOS. 


IVo.  3.     Fio^.  30^ 


TVo.  4.     Fig.  309. 


CdHII 


FINISHED    AND    PLATED. 

The  above  cuts  are  one-third  of  the  full  size. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 
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SELF-CLOSING  PANTRY  COCK. 

Patented. 
Fiff.  310. 


C--J3 


SELF-CLOSING  URINAL 
COCK. 


Patented. 
F-is.  311. 


UU '  iii.iim.!iiigi 

L  J'l . 


'L 


FINISHED    AND    PLATED. 


Size,  i  inch. 


FINISHED    AND    PLATED. 
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TELEGRAPH  PLAIN  BIBB. 


Fisr.  31S. 


FINISHED    AND    PLATED. 


Size,  f,  i,  f,  i  inch. 


teleghaph  plain  bibb,  flange  and  thimble. 


Fis-.  313. 


FINISHED    AND    PLATED. 


Size,  f,  i,  t,  i  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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TELEGRAPH  PLAIN  BIBB,  SCREWED  FOR  IRON  PIPE,  WITH 

SHOULDER. 

Fig-.  314. 


FINISHED. 

Size,  f,  i,  i,  |  inch. 
••» 

TELEGRAPH  COOLER  COCK. 

Fig^.  3ie». 


FINISHED    AND    PLATED. 

Size,  f,  J  inch. 
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TELEGRAPH  BASIN  COCK.       SELF-CLOSIITG  BASIN  COCK. 

Patented. 
Fig.  316.  Fis-  Sl-r. 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 


SELF-CLOSIUG  DOUBLE  BASIN  COCK.-Patented. 

pr-ig^.  31S. 


FINISHED    AND    PLATED. 

The  above  cuts  are  one-third  of  the  full  size. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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SELF-CLOSING  HOPPER  COCK. 


Fiff.  319. 


^^WT' 


ROUGH,    FINISHED    FLANGE   AND    HANDLE. 


Size,  f,  i  inch. 


156 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


MM€MEE^J¥M@m 


HOSE  NOZZLE,  TO  TIE  ON. 


Fiff.  330. 


Size,  I,  I,  1,  li,  IJ  incli. 
♦•♦ 

HOSE  PIPE,  SHORT,  PLAIN,  CAST. 

Fis.  331. 


Size,  f,  1  inch. 


HOSE  PIPE,  SHOUT,  COCK  LARGE  END,  CAST. 


Fis^.  333. 


Size,  i,  1  incli. 


HOSE  PIPE,  LONG,  PLAIN,  SOLDERED  TIP. 

Fig^.  333. 


Size,  I,  1,  IJ,  H  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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HOSE  PIPE,  LOm,  PLAIH,  SCREW  TIP. 

Fig-.  3S4. 


Size,  f,  1,  li,  li,  2,  2i,  3,  3i,  4  inch. 


HOSE  PIPE,  LONG,  COCK  SMALL  END. 


Fig-.  3SS. 


Size,  I,  1,  li,  IJ,  2  inch. 
♦♦♦ 

HOSE  PIPE,  LONG,  COCK  LARGE  END. 

Fig-.  3S6. 


Size,  f,  1,  li,  li,  2  inch. 


COMPRESSION  HOSE  PIPE,  COCK  LARGE  END. 

Fig-.  SS'T'. 


Size,  I,  1  inch. 
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HOSE  PIPE,  FOR  FIHE  EUGIITE. 

Fig-.  3SS. 


Size,  2i  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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PAEAGOU  HOSE  PIPE,  JET  AND  SPRINKLER  COMBINED. 

Patented. 
Figf.  3S9. 


Size,  4,  1  inch. 

We  call  your  attention  to  our  Patent  Hose  Pipe,  combining  Jet  and  Sprinkler,  wliicli 
can  be  used  separately  or  together.  It  can  also  be  used  for  fountains,  by  attaching  to  the 
supply  pipe. 

The  above  cuts  show  the  different  actions — A,  shows  the  Jet  alone,  the  key  being  turned 
a  little  to  the  right;  B,  shows  the  Sprinkler  alone,  the  key  being  turned  a  little  to  the  left; 
and  C,  the  two  combined,  the  handle  of  the  ke}^  being  in  a  line  with  the  pijse. 

The  cock  being  at  the  large  end  prevents  injury  in  case  of  falling  from  the  hand. 

It  is  perfect  in  its  working. 


GARDEN  SYRINGE. 


Fie.  330. 
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HOSE  SPRIITKLEIIS. 


Small. 


Large. 


Fisc.  331. 


Fisr.  33S^ 


For  f  and  1  inch  Pipes. 


For  li  inch  Pipes. 


Extra  Large. 


FiST-  333. 


For  I  inch  Pipes. 


SHAMPOOING  SPRINKLERS. 


With  Handle. 


Plain. 


Fiff.  334. 


Fis^.  3^^ 


FINISHED    AND    PLATED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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HOSE  COUPLIITG. 


Fiff.  336, 


Size,  h  t,  h  h  1,  li,  U,  If,  2,  2i,  24,  3,  SJ,  4,  6,  6  inch. 


2  HOSE  COUPLING,  FOE  RUBBER  HOSE,  WITH  SPRING  BANDS. 


Fig-.  337^. 


Size,  1,  li,  li,  2,  2i,  24  inch. 
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HOSE  COUPLING,  FOR  LEATHER  HOSE,  WITH  BAUDS. 


Fiff.  33S. 


Size,  2,  2i,  3,  Si,  4  inch. 


SUCTION  HOSE  COUPLING. 


Fijr.  33», 


Size,  2,  2i,  3,  4  incli. 
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PLAiu  coupLiira. 


Fisr.  340. 


Size,  i,  f,  i,  f,  f,  1,  IJ,  U,  If,  2,  2h  3  inch. 


VALVE  COUPLIira,  GHOUND  VALVE. 


Fis^.  341. 


Size,  i,  t,  I,  1,  li,  U,  li,  2,  2i  inch. 


VALVE  COUPLING,  SCHEWED  FOR  IROIT  PIPE,  GROUND 

VALVE. 


Fiff.  343. 


Size,  i,  I,  1,  IJ,  li,  2,  2i  inch. 
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BOILER  COUPLING,  STRAIGHT,  FOR  COPPER  BOILER. 


Fis.  343. 


PLAIN    AND    GEOUND    FACE. 

Size,  i,  I,  1  inch. 


BOILER  COUPLING,  BEHT,  FOR  COPPER  BOILER. 


Fiff.  344. 


PLAIN  AND  GEOUND  FACE. 

Size,  i,  f,  1  inch. 


WATER  BACK  COUPLING,  STRAIGHT. 


Fia^.  34S. 


PLAIN  AND  GEOUND  FACE. 

Size,  i,  I,  1  inch. 


WATER  BACK  COUPLING,  BENT. 

Fig-.  346. 


PLAIN    AND    GEOUND    FACE. 

Size,  i,  I,  1  inch. 
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BOILEE  COUPLING,  STRAIGHT,  FOR  IROIT  BOILER. 


Fis^.  347^. 


PLAIN  AND  GROUND  FACE. 

Size,  i,  I,  1  inch. 


BOILER  COUPLING,  BENT,  FOR  IRON  BOILER. 


Fis^.  34S. 


PLAIN  AND  GEOUND  TACE. 

Size,  i,  I,  1  inch. 


SIDE  FERRULE,  FOR  IRON  PIPE. 


Fig-.  34Q. 


END  FERRULE, 
FOR  IRON  PIPE. 


Size,  i,  I,  I,  1  inch. 


Size,  f,  1,  li,  li,  2,  2J,  3,  4  inch. 


IGG 
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STREET  WASHEH  SCREW,        STREET  WASHER  SCREW, 
SHORT.  LOHa. 


Fiff.  3^1. 


Size,  I,  1  inch. 

STREET  WASHER  SCREW, 
SHORT,  FOR  IRON  PIPE. 

Fiff.  3Si3. 


Size,  i,  I,  1  inch. 


Fis.  3SS. 


Size,  I,  1  inch. 


STREET  WASHER  SCREW,    d 
LONG,  FOR  IROIT  PIPE.       ^ 


Fig-.  3S4. 


MK 


Size,  i,  f,  1  inch. 
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STREET  WASHER  SCREWS,  WITH  FLANGE. 


For  Lead  Pipe. 


Size,  i  inch. 

BLANK  CAP. 


Size,  I,  1,  U,  U,  2,  2J  inch. 

HOSE  NIPPLE. 


For  Iron  Pipe. 
Fis.  3S6. 


Size,  I  inch. 


HOSE  BIBB  END. 


Fis^.  3SS. 


Size,  i,  I,  f,  1,  IJ,  Ih  2  inch. 


HOSE  NIPPLE. 


Fis:.  360. 


Size,  i,  1,  IJ,  1*,  2,  2^,  3,  3i,  4  inch.     Size,  I,  1,  U,  U,  2,  2-J,  3,  3i,  4  inch. 
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hydhaut  nozzle. 

Fig.  361. 


Size,  I,  1,  li,  IJ  inch. 


HYDRAUT  NOZZLE,  FOE.  IHON  PIPE. 


Fisr.  36S. 


Size,  i,  i  inch. 


HYDRANT  HANDLE  AND  QUIDE. 

Fig-.  363. 
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HYDRANT  HANDLE,  TRI- 
ANGULAR GUIDE. 


Fig-.  364. 


HYDRANT  HANDLE,  FOR 
COMPRESSION  COCK. 


Fia-.  36S. 


STREET  WASHER  CHECK. 


Fig-.  366. 


HYDRANT  CLAMP. 


Fig.  365^. 


HYDRANT  SOCKET. 

Fig-.  36S. 


p 

h\  11:1 
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BASIN  PLUG. 


Fisr.  360. 


BASIN  PLUG,  PATENT  OVER- 
FLOW. 


rmlSHED    XSD    PLATED. 


FINISHED    AND    PLATED. 


BASIN  GHATE. 


Fiff.  37^1. 


FINISHED   AND   PLATED. 


SINK  PLUG,  FOR  EARTHEN 
SINK. 

Fig.  37^2. 


FINISHED    AND    PLATED. 
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BUTLER'S  SINK  PLUG. 


Fig^.   37^3. 


FINISHED    AND    PLATED. 

Size,  1,  li,  li  inch. 

SINK  OR  BATH  PLUG. 

Fig^.  3^S. 


Size,  li,  II,  If,  2,  2i,  2i,  3,  4  inch. 

DECK  SCREW. 


BASIN  PLUG,  FOR  IRON 
WASH  STAND. 


Fiar.  3^4. 


FINISHED    AND    PLATED. 

WASH  TRAY  PLUG. 

Fig.  ST'e. 


Size,  1,  li,  II,  If,  2,  21  inch. 

TRAP  SCREW. 

Fig.  3'rS. 


Size,  li,  II,  2,  21,  3  inch. 


Size,  i,  1,  li,  II,  2,  21,  3,  4  inch. 
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STRAINERS. 

Round.  Convex. 

JPig.  37^9.  Fis.  3SO. 


Fancy. 
Fig^.  381. 


Size,  li,  IJ,  2,  2i,  3,  3i,  4,  5,  6  inch. 


BATH  WASTE  AND  WASHER, 
WITH  STAUDIITG  PIPE. 


Fis.  3S3. 


BATH  SLIDE. 


Fiff.   3S4. 


BATH  WASTE  AND 
WASHER. 

Fie^.   3S3. 


Size,  1,  IJ,  li  inch.     Size,  1,  li,  li,  2,  2i,  3,  4  inch. 
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BASIN  PULL. 


BASIN  PULL. 

IVo.  2.     Fig.  38e. 


FINISHED    AND    PLATED. 


FINISHED    AND    PLATED. 


BASIN  WASTE  VALVE, 
FLANGE  AND  HANDLE. 

Fig.  SST'. 


m^ 


m 


BATH  WASTE  VALVE, 
FLANGE  AND  HANDLE. 


Fie-.  388. 


FINISHED   AND   PLATED. 


FINISHED   AND   PLATED. 
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BASIU  VALVE. 


Fig-.  3S9. 


BASIN  VALVE. 

New  Pattern. 
Fig-.  390. 


BATH  VALVE. 


Fisc.  391. 


BATH  VALVE. 

FiSf.  3Q3. 


Size,.  I,  1,  li  inch. 
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CLOSET  VALVE. 


Fiff.  393. 


CLOSET  VALVE. 


New  Pattern,  with  Air  Tube. 


Fig-.  39^. 


CLOSET  VALVE. 

New  Pattern. 
Fig-.  394. 


SEWER  VALVE. 

F-isf.  396. 


Size,  2i-,  3,  4,  5,  6  inch. 

VACUUM  VALVE,  FOR  COP- 
PER BOILER. 

Fis^.  39^. 


Size,  I  inch. 
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SHIP  CLOSET  VALVE. 


Fig-.  30S, 


Size,  3J,  4i  inch. 


PUMP  VALVE  AND  STRAIITER. 

Fig-.  3QQ. 


Size,  2J,  3,  3i,  4  inch. 
♦♦« 

SUCTION  BASKET. 

Fig.  400. 


Size,  2,  2i,  3,  4  inch. 
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CHAIN  STAYS. 


IVo.  1.     JEf'ig-.  401.    IVo.  3.  Fig.  40S.     ISo.  3.  Fig^.  403, 


FINISHED   AND    PLATED. 


,-]Vo.  4.  Fig^.  404.    IVo.  ^.  Fig-.  405J.    ]Vo.  6.  Fig.  406. 


I---3 


FINISHED    AND    PLATED. 
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CHAIIT  STAYS. 

With  Ring  Cup.  With  Ring  Cup. 

TVo.  T.  Fio-.  ^O'T'.     IVo.  S.  Fio-.  40*^.    TVo.  9.  Fiff-  409. 


FINISHED    AND    PLATED. 


PliATEDj    WITH    GOLD    LINED    EING    CUP. 


SOAP  CUP. 

IVo-  1.     Fig.  410. 


SOAP  CUP. 

]Vo.  Ji.     Fig^.  411 


PLATED,    WITH    GOLD    LINED  .  CUP. 
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SOAP  CUP,  CHAIIT  STAY  AUD  RIITG  HOLDER  COMBIITED. 

Fig.  -llJi. 


PLATED,    WITH    GOLD    LINED    CUP. 


SOAP  CUP,  CHAIIT  STAY,  RIUG  HOLDER  AND  BRUSH  RACK 

COMBIITED. 

Fiff.  413. 


PLATED,    WITH    GOLD    LINED    CUP. 
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Fiff.  414. 


BASIIT  CLAMPS. 


Fis:.  41S. 


Fis-.  416. 


BASIN  JOINT. 


Fie^.  41'r. 


TUBES  WITH  FLANGE  AND  THIMBLE. 


Foe  Basin. 
Fiff.  41S. 


Foe  Bath. 
FiS'  419. 


FINISHED    AND   PLATED. 
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CAST  PLATES. 


FiS-  4SO. 


*■—.,■     I 


Fig^.  43 J 


1  w^v 


Figr.    433. 


^>^O^Lj)^  O  ^JJj^;^  ^ 


Fig.  434. 


•A^t      ^^i^i^J 


FINISHED    AND    PLATED. 
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PLATED  SCREWS. 


Fisr.  4J2S. 


Fiff.  4S6. 


FiS.  4S7^, 


^^ 


SCREW  FOR  BACK  OF  SLAB. 


FAN  SCREW. 


Fig-.  4SS. 


Fisr.  4.2&. 


CHAIN  RINGS. 


Fiff.  430. 


FINISHED   AND    PLATED. 
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TACK  MOULD,  SINGLE. 

Plain  Pattern. 
Fiff.  431. 


TACK  MOULD,  DOUBLE. 

Plain  Pattern. 
Fisr.  43S. 
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TACK  MOULD,  SmaLE. 


Star  Pattern. 


Fis^.  433. 


lllllllillllllllWlli 

'I  ^ 

1! 

II  ill  III '^ 

|| 

'  IkT.^^ 

'  ii  iv^ 

''''  11 

^U 

'  ( 

iiUiiiiiuiiii 

Jim 
iiiii 

TACK  MOULD,  DOUBLE. 


Star  Pattern. 


F-ig^.  434. 
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URIML  SHIELDS,  TOP. 

Flat.  Corner. 

Fig^.  43<5.  Fig.  436. 


UHINAL  SHIELDS,  BOTTOM. 

Flat.  Corner. 

Fig.  437^.  Fig.  438. 


FINISHED    AND    PLATED. 


186 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 


CLOSET  CRAUK,  UPHIGHT.      CLOSET  CRANK,  HORIZONTAL. 


Fiff.  439. 


Fig.  440. 


BALL  LEVER,  FOR  CLOSET. 


Fie-.  441. 


B 


'i'"ii,!'|i!ri- 
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LEAD  BELL  TRAP. 


Fig-.  44S. 


Size,  2i,  3,  3^,  4,  5  inch. 


IROU  BELL  TRAP. 


Fig^.  443, 


Size,  3  inch. 


FILTER. 

Fig.  4.4.4.. 


FILTER. 


F-iar.  44S. 


FINISHED    AND    PLATED. 


FINISHED   AND    PLATED. 
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CHAIN. 


WiKE  Gauge. 

No.  22. 

"  20. 

"  18. 

"  17. 

"  16. 

"  15. 

"  14. 

"  12. 


"     10. 

Double. 

^ 

cr. 

No.  18. 

O 

>■ 

"     17. 

5: 

UJ 

■z. 

O 
O 

"     15. 

<0 

"     14. 

«     12. 

Safety. 
No.  00. 

"        0. 
"       1. 

"       2. 


BRASS    AND    PLATED. 
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BEER  PUMP,  COMPLETE,  ON  IROIT  STAND,  WITH  COUNTER 
COCK,  BEER  COCK  AND  LEAD  PIPE. 


Fiff.  447^. 


FINISHED    AND    PLATED    COUNTER    COCK. 


BEER  PUMP. 


BEER  PUMP,  ON 
IRON  STAND. 


IRON  STAND,  FOR 
BEER  PUMP. 


Fiff.  44S. 


Fig.  449. 


Fisr.  4SiO. 


t"-:*|iil 


'' '--  \ 


||  I 


i 


r 


i    \ 
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BEER  PUMP,  FOR  COUNTER. 


Figf.  4S1. 


FINISHED    A2^D    PLATED. 
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WHEEL  AIR  PUMP. 


FiSf.  4^^. 


Size,  3  inch. 


AIR  VENT. 


Fiff.  4^3. 
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PLUMBERS'  FORCE  PUMP. 

Steam  Metal. 


LIFT  AND  FORCE  PUMP. 

Steam  Metal. 


PLUMBERS'  FORCE  PUMP. 

New  Pattern,  Steam  Metal. 


LIFT  AlTD  FORCE  PUMP, 
WITH  AIR  CHAMBER. 

Steam  Metal. 


Size,  2  incli. 


Size,  2  inch. 
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LIFT  AND  FORCE  PUMP. 

Steam  Metal. 


4'SS: 


LEATHER    AND    METAL   VALYES. 


Size,  2,  2J,  21,  8,  Si,  4  inch. 


LIFT  AHD  FOUCE  PUMP, 
WITH  FLANGES. 


Steam  Metal. 


LEATHER  AND  METAL  VALVES. 

Size,  2i,  21,  3,  3i,  4  inch. 
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SHIP  PUMP,  DOUBLE  CHAMBER. 


Steam  Metal. 


Fiar-  460. 


Size,  2J,  3,  3i,  4,  5,  6  inch. 
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LIFT  AND  FOUCE  PUMP. 


Double  Acting. 


Fiff.  461. 


No.  1,  2  in.  Cylinder,  for  1  in.  pipe.        No.  3,  3  in.  Cylinder,  for  IJ  in.  pipe. 
No.  2,  2i »  "  for  li "       "  No.  4,  4    "  "  for  2     "       " 
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LIFT  AlTD  FORCE  PUMP. 

Double  Acting. 


LIFT  AND  FORCE  PUMP. 

Double  Acting. 
Fis.  463. 


Size,  2,  2i,  3  inch. 


Size,  2,  2i,  3  inch. 
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COPPER  LIQUOR,  PUMP. 


Fisr.  ^G4=. 


COPPER  CISTERU  PUMP. 

Fisr.  46S. 


Ii 
11 


Size,  2i,  21,  3  inch. 
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MARBLE  SLABS. 


Fis-.  46G. 


Fie.  46'7'. 


Fig-.  46S. 


PLAIN    AND    COUNTEE    SUNK. 
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RUBBER  HOSE. 


/I   \ 


TWO,    THEEE    AND    FOUK   PLY. 

Size,  i,  I,  h  1,  li,  U,  If,  2,  2i,  2i,  3  inch. 


HOSE  BAUD. 


c3  The 


^^^-^Lsfcfe    3/       EARLESPAT    NOV.  J  875. 


a— »-'_-  '4    HAYDEN,     GERE      &      CO 


Size,  i,  I,  1,  li,  li.  If,  2,  2i,  2i  inch. 

following  Cuts  illustrate  the  mode  of  adjusting  the  band,  and  its  appearance  after 

it  is  attached. 
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AMEmCAN  DEFIANCE  VALVE  WATER  CLOSET. 


JEHNIUGS'  VALVE  WATEH  CLOSETS. 


All  Earthenware. 


Earthenware  Basin,  with  Iron  Trap. 


Xs" 
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MONITOR  VALVE  WATER  CLOSET. 

With  Removable  Section. 


BKASS    AND    PLATED    CUP. 


MONITOR  VALVE  WATER  CLOSET,  1868. 

Cast  in  One  Pibcb. 
Fig.  4.^S. 


BKASS    AND    PLATED    CUP. 
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CAHR'S  2  A  VALVE  WATER  CLOSET. 

With  Cover  Bolted  on  Pot. 
Fig.  4'r6.1 


BBASS    AND    PLATED    CUP. 


BARTHOLOMEW'S  VALVE  WATER  CLOSET. 


Fie^.  4'r'r. 


BEASS    AND    PLATED    CUP. 
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CISTEHH  WATER  CLOSET. 

Fig.  47^8. 


BRASS    AND    PLATED    CUP. 


Complete,  with  Cranks,  Ball  Lever  and  Valve. 


VALVE  WATER  CLOSET. 

With  Bowl,  iif  Black  Walnut  Case,  Eeadt  foe  Attachment  to  Water  Supply 

AND  Sewbe  Connection. 


Fig-.  47^9. 


BRASS    AND    PLATED    CUP. 
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HOPPER,  WITH  TRAP. 


Fig.  480. 


i^-f] 


SINGLE    OR   DOUBLE  VALTE. 


HOSPITAL  HOPPER. 


Fig-.  48S. 


HOPPER  AND  URIML  COM- 
BINED. 

Fig.  481. 


SINGLE   OR  DOUBLE  VALVE. 


HOSPITAL  HOPPER,  WITH    1 
VENTILATING  PIPE.         I 

Fig-.  483.  I 


SINGLE    OR    DOUBLE   VALVE. 


SINGLE    OR   DOUBLE    VALVE. 
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HOPPER  VALVES. 

Caer's  Sikgle.  Bartholomew's  Single. 

Fig-.  4S4.  Fis.  48S;. 


EUNS   WHEN   SAT    UPON. 

Care's  Double. 
Fig-.  4S6. 


LLi  RUNS    WHEN    BELIEVED    OP    WEIGHT. 


COPPER  SWING  URIITAL. 


Fig-.  4S8. 


RUNS    WHEN    SAT    UPON. 

Bartholomew's  Double. 


EUNS   WHEN    RELIEVED    OF    WEIGHT. 


IRON  SWING  URIITAL. 

With  White  or  Decorated  Bowl. 
Fig-.  4SQ. 
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SHIP  WATER  CLOSET,  COMPLETE. 


F"isr.  490, 


Size  of  Valve,  3i,  4  inch. 


SHIP  WATER  CLOSET,  COMPLETE,  WITH  PUMP. 


Patented. 


Fis:.  4Q1. 
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HYDRANT  POST. 


Fiff.  4Q3. 


HYDRANT,  COMPLETE,  FOR 
LEAD  OR  IRON  PIPE. 

Fig^.  493. 


^^ 


SELF-ACTING  HYDRANT.     IRON,  SELF-ACTING  HYDRANT. 

Patented.  Patented. 

FiS'  494.  Fig-.  49^. 
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CAST  LEAD  TRAPS  AND  BENDS. 

Lowe's  Patent. 

Cauvet's  Patent. 


Full  S. 


Half  S. 
Fig^.  49T'. 


Size,  li,  li,  2,  4  inch. 


Size,  li,  li,  2,  4  inch. 


Full  S. 

With  Screw. 

Fig-.  4QS. 


Half  S. 

With  Sceew. 
Fig.  4Q9. 


I 


Size,  li,  li,  2  inch. 


Size,  li,  IJ,  2  inch. 


Bend. 

Long. 
Fisr.   SOI. 


■^  <«^ 


Size,  li,  2,  4  inch. 


Size,  li,  2,  4  inch. 
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COPPER  BATH  TUB. 


F"ia-.  003. 


Size,  5,  5J,  6  feet. 
♦♦♦ 

coppeh  bath  tub. 

French  Pattern. 


Size,  4,  4^  5  feet. 


FOOT  BATH  TUB. 


SEAT  BATH  TUB. 


Fisr.  ^o«5. 


Size,  25  inclies. 


Size,  20  inches. 
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COPPER  BOILERS. 

Light  and  Heavy  Pressure. 

Flat  Head.  Dome  Head. 

Fig.  ^Oe.  Fig.  SO'T. 


It 


r 


ii     mt 


iiiii 


m 


Pi 


il||ll         t 


^ 


Sizes,  30,  35,  40,  45,  50,  60,  70,  80,  90,  100  gallons. 
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COPPER  SINK,  SQUARE.  COPPER  SINK,  OVAL. 

Fig^.  SOS.  Fis.  SO&. 


Sizes,  12x20,  13x21,  14x16,  14x20,  14x24,  16x24,  18x30  inches. 


COPPER  BIDET  PAN. 


Fig.  SIO, 


COPPER  WASH  BASIN. 


COPPER  CLOSET  PAN. 


Fia^.  51\. 


Fig.  S±2. 


Size,  12,  14  inches,  inside  measure. 
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COPPER  SHOWERS. 

Plain.  Fancy. 


TVo.  1.     Fisr.  S13. 


IVo.  S.     Fig.  S14. 


^/-^^&t-tS.:'j,^-J.J.V^J-,.i^JS^ 


Fancy,  with  Flange  and  Thimble. 
IVo.  3.     Flg^.  Sli5. 


Tubular. 


IVo.  4.  Fie^.  S16. 


Fancy  Tubular. 


IVo.  S.    Fiff.  ^17^. 


Fancy  Tubular,  with  Flange  and  ^ 
Thimble. 

IVo.  6.     Fig^.  SIS. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 


213 


COPPER  BALL. 

Fig-.  ^19. 


il-i-' 


JlJu  ..l 


_J 


Size,  4,  5,  6,  7,  8,  9,  10,  12  inch. 


COPPEH  AIR  CHAMBER. 

Fig-.  ^SO. 


Size,  2,  2i,  3,  4  inch. 


COPPER  FAN. 


Fiff.  SSI. 
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IRON  BOILERS. 


Plain. 


Galvanized. 


Fig.  S22. 


Fis.  ^33. 


f>      -'>'. 


Mf 


||;Vr'' 1,111 ''! 


ft  V'''ry'K,' 
I'll  I    f  f  1,  '■ «' 

,'l.,    ,1  J'.  Ii  ft. 


All  Sizes. 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 
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PLwmmEtts^  im@M  w^aM» 


Sizes. 


SQUARE  SINKS. 


Fiff.  S3-i. 


164 

X 

12i, 

5  In. 

18 

X 

12, 

6   " 

16 

X 

16, 

6   " 

22 

X 

14, 

6   » 

05 

23 

X 

15, 

6   " 

<c 

^ 

25i 

X 

15i, 

6   " 

LU 

_] 
_1 

20 

X 

124, 

6   " 

> 

20 

X 

14, 

6   " 

Ixl 

Q 

24 

X 

14, 

6   " 

«t 

X 

24i 

X 

16, 

6   " 

n 

24 

X 

18, 

6   " 

rr 

25i 

X 

17i, 

6   " 

O 

27 

X 

15, 

6   " 

UJ 

24 

X 

20, 

6   " 

^ 

28 

X 

IT, 

6   " 

iJ 
o 

28 

X 

20, 

6   " 

LU 

30 

X 

16, 

6   " 

UJ 

30 

X 

18, 

6   " 

7-" 

30 

X 

20, 

6   " 

HI 

Q 

32i 

X 

18, 

6   " 

<t 

X 

32i 

X 

21, 

6   " 

36 

X 

18, 

6   " 

PLAIN,    GALVANIZED    AND    ENAMELED. 


SHALLOW  SINKS. 

Plain,  Galvanized  and  Enameled. 

SIZES. 

24  X  154  X  4  Inches  deep. 
30  X  174  X  4   " 
36  X  19  X  4   " 
42  X  204  X  4   " 
48  X  22  X  4   " 


Sizes. 


36  X  214 

6  In.  ( 

38  X  20, 

6   " 

42  X  22, 

6   " 

48  X  20, 

6   " 

48  X  23, 

6   " 

30  X  24, 

8   " 

50  X  24, 

64  " 

50  X  26, 

64  " 

76  X  22, 

7   " 

62  X  22, 

8   " 

56  X  32, 

9   » 

78  X  28, 

10  " 

16  X  16, 

10  " 

20  X  14, 

12  " 

20  X  16, 

12  " 

24  X  20, 

12  " 

36  X  21, 

12  " 

36  X  21, 

16  " 

23  X  15, 

15  " 

48  X  20, 

17  " 

94  X  24, 

10  " 

deep. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


CORNER  SINK. 


Fis".  S2S. 


PLAIN,    GALVANIZED    AND    ENAMELED. 

SIZES. 

NO.            SIDE.               FRONT.  DEPTH. 

1.  17  in.   25  in.  6  in. 

2.  20  in.   28  in.  6  in. 

3.  22  in.   31  in.  6i  in. 

4.  18J  in.   25  in.  12  in. 


HALF  CIRCLE  SINK. 


Fis-.  oSO. 


PLAIN,    GALVANIZED    AND    ENAMELED. 


SIZES. 


NO. 

BACK. 

WIDTH. 

DEPTH 

1. 

24  in. 

14 

in. 

6  in. 

2. 

27  in. 

14 

in. 

6  in. 

3, 

28  in. 

16 

in. 

8  in. 

4. 

31i  in. 

17 

in. 

6  in. 

HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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SQUARE  SINK,  WITH  PATENT  OVEHFLOW. 

Square,  Corner  and  Half  Circle. 
Fig-.  S2T. 


plain,  galvanized  and  enameled. 


Made  same  Sizes  as  Plain  Sinks  on  pages  215  and  216. 


SLOP  SIITK. 


FiS'  OSS. 


SLOP  SIITK. 

Four  Inch  Outlet. 
Fis^-  SS9. 


PLAIN,    galvanized    and   ENAMELED. 

SIZES. 
16  X  16,    10  in.deef 


PLAIN,    GALVANIZED    AND    ENAMELED. 

Size,  22  X  20,  12  in.  deep. 


20  X  14,  12  " 
20  X  16,  12  " 

24  X  20,  12  " 


23  X  15,  15  in.  deep. 

86  X  21,  12  " 

36  X  21,  16  " 

48  X  20,  17  " 
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SINK  LEG. 


Fiff.  ;530. 


SQUARE  SINK. 

Pitted  with  Legs. 
Fis.  t>31. 


PLAIN    AND     GALVANIZED. 


PLAIN,    GALVANIZED    AND    ENAMELED. 


SQUARE  SINK. 

Pitted  with  Legs  and  Old  Style  Back. 
Fi<r.  S3S.     . 


PLAIN,    GALVANIZED    AND   ENAMELED. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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SQUARE  SIITK. 


Fitted  with  Legs  and  Demabest's  Pattern'  Back  and  Air  Chamber. 


PLAIN,    GALVANIZED    AND    ENAMELED. 


SINK  BACK. 

Old  Pattern. 
Fio.  ^34. 


PLAIN,    GALVANIZED   AND   ENAMELED. 

Made  to  fit  Sinks  of  all  Sizes. 
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SINK  BACK. 

Demarest's  Pattern. 


PLAIN,    GALVANIZED    AND    ENAMELED. 

Made  to  fit  Sinks  of  all  Sizes. 


mOU  SINK  TRAPS. 

S  Trap,  for  Lead  Pipe  Connection.       Three  Quarter  S  Trap,  for  Lead 

Pipe  Connection. 


Half  S  Trap,  for  Lead  Pipe  Con-       S  Trap,  for  Iron  Pipe  Connection. 

NECTION. 


'■\. 

o 
o 

■i 

06 

..   i-^ 

LU 

CE 

X 

UJ 

0 

f        >■ 

z 

LU 

OPEN  SINK  STRAINER. 

Fis:.  S40. 


PLUG  SINK  STRAINER. 


Fie^.  ^41. 


SINK  COUPLING. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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McKEHZIE  PATTEEH  SIUK. 


Fig-.  Sf43. 


PLAIN,    GALVANIZED    AND    ENAMELED. 
SIZES. 

30  X  22  inches. 

36  X  22  inches. 

42  X  22  inches. 

48  X  22  inches. 

Height  of  Back  15  inches. 


The  waste  is  carried  off  through  one  of  the  legs,  wliich  can  be  either  right  or  left 

as  may  be  desired. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


DEMAREST  PATTERN  SINK. 


Fio-.  S44. 


PLAIN,    GALVANIZED    AND   ENAMELED. 

SIZES. 

30  X  22  inches. 
36  X  22  inches. 
42  X  22  inches. 
48     X     22  inches. 


SOAP  CUP,  FOE.  SINKS  AND  WASH  TUBS. 


Fisr.   S»4^. 


PLAIN,    GALVANIZED    AND   EXAMELED. 

Size,  5i  x  oi  inches. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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SLOP  SINK,  WITH  HOPPER  ATTACHED. 


I^ia".  S46. 


PLAIN,    GALVANIZED    AND    ENAMELED. 


Sink  36  X  21  X  12  in.  deep  ;   Depth  of  Hopper,  18  in.;    Diameter  where  attached 
to  Sink,  13  in.;    Outlet,  4  inches. 


SLOP  HOPPER. 


PLAIN,    GALVANIZED    AND    ENAMELED. 

Length  on  back,  21  inches ;  Width,  12^  inches  ;  Depth,  18  inches  ;  Outlet,  3  inches. 
Furnished  with  or  without  Wooden  Cover. 
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NEW  PATTERN  FRENCH  BATH  TUB. 


JFio-.  ^4S. 


PLAIN    AND    ENAMELED. 


LENGTH. 

No.  1.     54  inches. 
No.  2.     60  inches. 


WIDTH. 

23i  inches. 
23i  in  dies. 


DEPTH. 

19  inches. 
19  inclies. 


HEIGHT    ON    FEET. 

234  inches. 
234  inches. 


Cast  with  holes  in  the  end  foi'  Cocks  if  desired. 


BATH  TUB,  WITH  PATENT  OVERFLOW. 

Fig.  S49. 


LENGTH. 

No.  1.     66  inches. 
No.  2.     72   inches. 


WIDTH. 

254  inches. 
254  inches. 


DKFTH. 

19  inches. 
19  inches. 


HEIGHT    ON    LEGS. 

23  inches. 
23  inches. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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BATH  TUB,  WITH  PATENT  OVERFLOW. 


FoK  Asylums. 


LENGTH. 

No.  1.     G6  inches. 
No.  2.     72  inches. 


WIDTH. 

25;^  inches. 
25-2   inches. 


DEPTH. 

19  inches. 
19  inches. 


PLUMBEHS'  FURMCE. 

Patented. 
Fig.  l5ol. 


HEIGHT    ON    LEGS. 

23  inches. 
23  inches. 


Capacity  of  Chaldron,  8  gallons. 
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HYDRAITT  CESSPOOLS. 


JB^isf.  SS2. 


Fio.  SS3. 


FisT-  SS4. 


12  X  12,  6  in.  deep. 


SIZES. 
14  X  14,  6  in.  deep. 


16  X  16,  6  in.  deep. 


HYDRANT  CESSPOOL. 

With  Bell  Trap. 
Fig-.  SSS. 


LARGE  OPEN  TOP  CESSPOOL. 

With  Bell  Trap. 
Fig.  SSG. 


SIZES. 

12  X  12,  6  in.  deep. 
14  X  14,  6  in.  deep. 
16  X  16,  6  in.  deep. 


Size,  13  X  13  inches. 


STENCH  TRAP.         PLAIN  CESSPOOL. 


Fisr-  ^ST'. 


Fia.  SSS. 


CESSPOOL. 

With  Bell  Trap. 
Fig.  SS&. 


Diam.  on  top  6  inches.         Diam.  on  top  13  inches. 


LIGHT   Al^D   HEAVT. 

Size,  13  X  13  inches. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


227 


CESSPOOL. 

With  Bell  Trap  and  Grating,  for 
Yards  and  Stables. 


CESSPOOL. 


Fia-  S61- 


Size,  16  ill.  square. 


CESSPOOL  PLATES. 


9  Fiff.  S6S- 


Fia".  S63.  Fia-  Sf64. 


Fior.  S6g». 


Psfirni'SiSi 


ImI'I' 


•  ••■  • 


COOS'* 


SIZES. 

6  in.  diameter. 
12  ill.  diameter. 


Size,  6x8  inch.  Size,  6x8  inch. 


SIZES. 

4x4,  5  X  6,  6  X  6, 
7x7,  71-  X  7i,  8  X  8, 
9x9,  10  X  10  inches. 


STOP  COCK  BOX. 


STREET  WASHER  BOX. 


Fia^.  S6<3. 


Fiff.  SG'T. 


Plumbers'  Address  cast  on  Covers  to  order. 
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BOILER  STAUD. 

With  Co.vcave  Ring. 


LOCKWOOD  BOILER  STAITD. 


Patented. 


Sizes,  121-,  14,  15,  16,  18,  20,  22  in.  i-ing.  plain,  bkoxzed  and   galvanized.  ^j 

Legs,  16, 18,  20,  22  and  24  inches  long-.  Sizes,  12,  13, 14, 15,16, 18,  20,  24  in.  ring.  > 


SOLDER  POTS. 


No.  1.  Diameter  on  top,  5  in. 

No.  2.            "  "  6  in. 

No.  3.            "  "  6i  in. 

No.  4.            "  "  8  in. 


No.  5.     Diameter  on     top,     9     in. 
No.  6.  "  "  lOi  in. 

No.  7.  "  »  13*  in. 


CHARCOAL  FURUACE. 


No.  2.     Diameter  on  top,    12  in. 
No.  3.  "  "  13  in. 


No.  4.     Diameter  on  top,  ,14  in. 
No.  5.  "  "  15  in. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


229 


STUAP  SOLDEH  MOULDS. 


Figr.  57^2. 


Half  Round  Bar. 


SOLDER  MOULD. 


2  Bars  and  4  Bars. 


HALF  S  TEAP  MOULD. 


Fia.  S'^G. 


Fiff.  07^3. 


Square   Bur. 

Pia  LEAD  MOULD. 


S  TRAP  MOULD. 


Figr-  ^T'^- 


Sizes,  2  inch  and  4  inch. 


Sizes,  2  incli  and  4  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 


HALF  CinCLE  WASH  STAND. 


On  Standard,  with  Patent  Overflow  and  Eubber  Plug. 


Fis.  S»S9. 


,-^^>. 


DESIGN   PATENTED. 


Slab  and  Bowl  Enameled,  with  Nickel  and  Tile  Ornament  on  back. 
Standard  Bronzed  and  inlaid  with  Tile. 
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HALF  CIRCLE  WASH  STAND. 


On  Standard,  with  Patent  Overflow  and  Eubber  Plug. 


Fiff.  SiOO. 


DESIGN    PATENTED. 


PLAIN,    PAINTED,    GALVANIZED    AND    ENAMELED. 

Standard  inlaid  with  Tile. 
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HALF  CIRCLE  WASH  STAND. 


On  Standard,  with  Patent  Overflow  and  Rubber  Plug. 


Fie-,  s&l. 


design  patented. 


Slab  and  Bowl  Enameled,  with  Nickel  and  Tile  Ornament  on  Back. 
Standard  Bronzed  and  inlaid  with  Tile. 
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HALF  CIRCLE  WASH  STAND. 


On  Standard,  with  Patent  Overflow  and  Eubber  Plug. 


Fig-.  5&2. 


DESIGN    PATENTED. 


PLAIN,    PAINTED    GALVANIZED    AND    ENAMELED. 


Standard  inlaid  with  Tile. 
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CORNEIl  WASH  STAND. 


On  Standard,  with  Patent  Overflow  and  Eubber  Plug. 


Fis-.  S&3. 


DESIGN    PATENTED. 


PLAIN,    PAINTED,    GALVANIZED    AND    ENAMELED. 

Standard  inlaid  with  Tile. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  GATALOGUE. 


241 


CORHER  WASH  STAND. 


On  Standard,  with  Patent  Overflow  and  Rubber  Plug. 


Fisr.  i394. 


DESIGN    patented. 


PLAIN,    PAINTED,    GALVANIZED    AND   ENAMELED. 


Standard  inlaid  with  Tile. 
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SECTIONAL  SLABS  AND  BOWLS. 


With  Patent  Overflows  and  Eubbek  Plugs. 


Fig.  S&S. 


PLAIN,    GALVANIZED,    AND    ENAMELED. 


Sectional  Cut  of  Fig.  595. 


•(©"I  ■ 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 


HALF  CmCLE  SLAB  AND  BOWL. 


With  Patent  Ovekflow  and  Eubbee  Plug. 


Fiof.  so: 


PLAIN,    GALVANIZED    AND    ENAMELED. 


CORITER  SLAB  AlTD  BOWL. 

With  Patent  Overflow  and  Rubbee  Plug. 

Fiar.  SOS. 


PLAIN,    galvanized    and   ENAMELED. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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PHILADELPHIA  HOPPER. 


Fis.  S&&. 


PLAIN,    PAINTED    AND    ENAMELED. 

4  inch  Outlet. 


SHORT  HOPPER. 

Feench  Pattern,  with  Side  Arm. 
Fis^.  601. 
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PLAIN,    P^. 



„„    „..„    ENAMELED 

C5 

4 

in 

ch  Outlet. 

OLD  PATTERN  HOPPER. 


Stbaight  Akm. 
Fis^.  603. 


PLAIN,    PAINTED    AND    ENAMELED. 

4  inch  Outlet. 


PHILADELPHIA  HOPPER. 

With  Lugs,  fob  Seat  Attachment. 
Fia^.  600. 


PLAIN,    painted    and    ENAMELED. 

4  inch  Outlet. 


SHORT  HOPPER. 

With  Lugs,  foe  Seat  Attachment. 
Fig".  60S. 


*CJ3ijee:." 


PLAIN,    i'Al^SlLD    AND    ENAMELED. 

4  inch  Outlet. 


NEW  PATTERN  HOPPER. 

With  Side  oe  Steaight  Aem. 
Fig^.  604. 


PLAIN,    PAINTED    AND    ENAMELED. 

4  inch  Outlet. 
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ENGLISH  HOPPER. 

Short  Aem. 

Fig.  eos- 


SPRIITGFIELD  CAH  HOPPER. 


Fig.  GOG. 


\ 


PLAIN-,    PAINTED    AND   ENAMELED. 

4  inch  Outlet. 


PLAIN,    PAINTED   AND    ENAMELED. 


WASH  BASIN. 

I  Fig-.  eOT'. 


PLAIN,    PAINTED    AND    ENAMELED. 

Sizes,  12,  14,  15,  16  inches. 


CLOSET  BOWLS. 


Oval  Pattern. 
Fig^.  60S. 


rEENCH  Pattern. 

Fiar.  600. 


PLAIN,    PAINTED    AND    ENAMELED. 
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HOPPERS  AND  WASH  BOWLS,  COMBINED. 


Fig^.  610. 


Closed  as  when  in  use  as  Wash  Bowl. 


Shows  how  Wash  Bowl  is  raised  when 
Hopper  is  used. 


OVAL  CLOSET  BOWL. 


With  Full  S  Ieon  Trap,  for  Lead 
Pipe  Connection. 


OVAL  CLOSET  BOWL. 


With  Full  S  Iron  Trap,  for  Iron 
Pipe  Connection. 


Fis^.  611. 


Fig-.  613. 


PLAIN,  painted  and  enameled. 


plain,  painted  and  enameled. 
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SHORT  HOPPER. 


With  Full  S  Ikon  Trap,  for  Lead 
Pipe  Connection. 


SHORT  HOPPER. 


With  Full  S  Ieon  Tkap,  foe  Ikon 
Pipe  Connection. 


Fiff.  ei3. 


FiS'  614. 


plain,  painted  and  enameled. 


plain,  painted  and  enameled. 


SHORT  HOPPER. 

With  Half  S  Iron  Trap. 
Fig.  61^. 


SHORT  HOPPER. 


With  Three-Quaetee  S  Iron  Trap. 


Fis.  <316. 


plain,  painted  and  enameled. 


PLAIN,    PAINTED   AND    ENAMELED. 
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PUBLIC  URIITAL. 


PLAIN,    FAINTED,    aALVANIZED    AND    ENAMIiLED. 
SIZES. 


LENGTH. 

No.  1.  42  in. 
No.  2.  48  in. 


WIDTH. 

13  in. 
13  in. 


DEPTH. 

12  in. 
12  in. 


COMEIl  UmUAL. 


HALF  CIRCLE  URIMLS. 


With  Opening  Behind  fob  Lead  Pipe. 


Fia-.  eao. 


plain,  painted,  galvanized 

^  AND    enameled. 

UJ 
Q 

5     Size,  12  iuclies  on  side. 


plain,  painted,  galvanized  and  enameled. 
SIZES. 
No.  1 — Length  on  back         No.  2 — Length  on  back 
12  inches.  15  inches. 


FU 


esi. 


COMER  URINALS. 

English  Pattern. 


Fiff.  633. 


PLAIN,    PAINTED,   GALVANIZED    AND    ENAMELED. 

Sizes.     No.  1 — 7  inches  on  side.     No.  2 — 9  inches  on  side.     No.  3 — 12  inches  on  side. 
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S  HOPPER  TRAP. 

For  Lead  Pipe  Connection. 
Fis.  6S4. 


S  HOPPER  TRAP. 

Fob  Ieon  Pipe  Connection. 
Fig.  eSI5. 


Size,  4  inches. 


Size,  4  inches. 


THREE-QUARTER  S  HOPPER  HALF  S  HOPPER  TRAP. 


TRAP. 


Fisr.  Gf^T. 


Size,  4  inches. 


Size,  4  inches. 


S  HOPPER  TRAP. 

With  Two  Inch  Outlet  in  Heel. 

Fisr.  ess. 


S  HOPPER  TRAP. 

WjTH  Two  Inch  Outlet  on  Eight  or 
Left  Side. 

Fig.  6S9. 


Size,  4  inches. 


Size,  4  incites. 
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2i/i- 


'  ! 


CAST  IROIT  PIPE. 

Fia-.  630. 


i — h- 


SIZES. 


2  inch,  5  ft.  lengths. 

3  inch,  5  ft.  lengths. 

4  inch,  5  ft.  lengths. 

5  inch,  5  ft.  lengths. 

6  inch,  5  ft.  lengths. 


7  incli,  5  ft.  lengths. 

8  inch,  5  ft.  lengths. 
10  inch,  5  ft.  lengths. 
12  inch,  6  ft.  lengths. 
15  inch,  5  ft.  lengths. 


DOUBLE  HUB  PIPE. 

Fig.  631. 


SIZES. 


2  inch,  5  ft.  lengths. 

3  inch,  5  ft.  lengths. 

4  inch,  5  ft.  lengths. 


5  inch,  5  ft.  lengths. 

6  inch,  5  ft.  lengths. 
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QUARTER  BEND. 


SIXTH  BEND. 

l^iy  .  033. 


EIGHTH  BEND. 

Fin.  034. 


Size,  2,  3,  4,  5,  6,  7, 
10,  12,  15  inches. 


Size,  2,  3,  4,  5,  6  inches. 


Size,  2,  3,  4,  5,  6,  7, 
10,  12,  15  inches. 


RETURN  BEND. 


DOUBLE  HUB  QUARTER 
BEND. 

Fis^.  63C5. 


Size,  2,  3,  4,  5,  6,  7,  8,  10,  12  inches. 


Size,  2,  3,  4,  5,  6  inches. 


QUARTER  BEND. 

With  Outlets  for  Coxnectjons,- 
FiS'  GST'. 


LONG  BEND. 

Eighteen  Inches  in  the  Clear. 
Fis.  63S. 


SIZE. 

2  inch,  with  2  inch  Outlet. 

3  inch,      "  2  inch 

4  inch,      '^  2  inch  " 

5  inch,      "  2  inch  " 

5  inch,      "  3  incli  " 

6  inch,  "  2  inch  "■ 
6  inch,  "  3  inch  " 
6  inch,      "  4  incli  " 


Size,  4,  5,  6  inclies. 


T  BRANCH. 


CROSS  HEAD  BRANCH. 


2x2 
3x3 
3x2 
4x4 
4x3 
4x2 
5x5 
5x4 
5x3 
5x2 
6x6 
6x5 
6x4 
6x3 


indies, 
inches, 
inches, 
inclies. 
inches, 
inches, 
inclies. 
inclies. 
inches, 
inches, 
inches, 
inches, 
inches, 
inches. 


SIZK. 
6x2  inclies. 
7x7  inches. 
7x6  inches. 
7x5  inches. 
7  X  4  inches. 
7x3  inches. 
7x2  inches. 
8x8  inches. 
8x7  inches. 
8x6  inches. 
8x5  inches. 
8x4  inches. 
8x3  inches. 


8x 
10  x 
10  X 
10  X 
10  X 
10  X 
10  X 
10  X 
10  X 
12  X 
12  X 
12  X 
15a 


2  inches. 
10  inches. 
8  inches. 

7  inches. 
6  inches. 

5  inches. 
4  inches. 

3  inches. 
2  inches. 
12  inclies. 

8  inches. 

6  inches. 
15  inches. 


HALF  y  BRAITCH. 


4x4  inches. 


sizp:. 


X  4  inches. 


DOUBLE  y  BRAITCHES. 


2x2  inches, 

3x3  inches. 

3x2  inches, 

4x4  inches. 

4x3  inches, 

4x2  inches. 

5x5  inches. 


6x2  inches. 
8x8  inches. 
8x6  inches. 
8  X  .'i  inches. 
8x4  inches. 
8x3  inches. 
8x2  inches. 


Fis-  64 O. 


2x2  inches. 
3x3  inclies. 
3x2  inches. 
4x4  inches. 
4x3  inches. 
4x2  inches. 
6x5  inches. 
5x4  inches. 
5x3  inches. 
5x2  inches. 


x  4  inches 


10  X  10  inches. 


7x3  inches.         12  x  12  inclies. 


y  BRANCH. 


2x2  Inches. 
3x3  inches. 

3  X  2.  inches. 
4x4  inches. 
4x3  inches. 

4  -x  2  inches. 

5  x  .5  inches. 
5x4  inches. 
5x3  inches. 


8x5  inches. 

8x4  inches. 

8x3  inches. 

8  X  2  inches. 
12  X  12  inches. 
12  X  8  inches. 
12  X  6  inches. 
15  X  15  inches. 


BAUD. 

Fio^.  644- 


6  inches. 
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BAND. 

With  Outlets. 


SIZE. 


3  incli,  with  3  inch  Outlet. 


3  inch, 

4  inch, 
4  inch, 

4  inch, 

5  inoli, 
5  iiicli, 

OFFSET. 


2  inch 

4  inch 

3  inch 
2  inch 

5  inch 

4  inch 


5  inch,  with  3  inch  Outlet. 


6  inch. 

•      2  incli 

6  inch. 

'      6  inch 

6  inch, 

5  inch         " 

6  inch, 

'      4  inch         " 

6  inch, 

'      3  inch 

6  inch. 

'      2  inch 

Fig-.  646, 


OFFSET. 

With  Outlet,  foe  Coxnecting  2  Inch  Pipe. 
Fie-.  647'. 


SIZE. 
2  inch  to  Offset    2  inch,         4  inch  to  Offset  10  inch. 


2  incli         ' 

'         4  inch, 

4  inch        ' 

'        12  inch. 

2  inch 

'         6  inch, 

4  inch 

'        14  inch. 

2  inch         ' 

'         8  inch. 

4  inch        ' 

16  inch. 

2  inch 

12  inch. 

4  inch        ' 

20  inch. 

3  inch 

'          4  inch. 

5  inch        ' 

'          4  inch. 

3  inch 

8  inch. 

5  inch        ' 

8  inch. 

3  inch 

'        12  inch, 

5  inch        ' 

'        12  inch. 

4  inch        ' 

'         4  inch, 

6  inch         ' 

16  inch. 

4  inch        ' 

'         6  inch. 

6  inch         ' 

'         4  inch. 

4  inch        ' 

'          8  inch, 

6  inch         ' 

8  inch. 

6  inch         ' 

12  inch. 

SIZE. 
4  inch  to  Offset    4  inch.         4  inch  to  Offset  12  inch. 
4  inch        "         6  inch.         4  incli        "        14  inch. 
4  inch        "         8  inch.         4  inch        "        16  inch. 
4  inch         "        10  inch.  4  inch         "        20  inch. 

REDUCING  PIECE. 

Fig^.  649. 


DOUBLE  HUB. 


Sizes,  2,  3,  4,  .5,  6,  7,  8,  10,  12  inches. 


SIZE. 

To  Reduce  from  4  inch 

to  2 

nch. 

'               "       5  inch 

to  2 

nch. 

'               "       5  inch 

to  3 

nch. 

'              "       6  inch 

to  2 

nch. 

'               "       6  inch 

to  3 

nch. 

'               "       6  inch 

to  4 

nch. 

'               "       7  inch 

to  3 

nch. 

'               "       7  inch 

to  4 

nch. 

'               "       7  inch 

to  5 

nch. 

"       8  inch 

to  3 

nch. 

"       8  inch 

to  4 

nch. 

8  inch 

to  5 

nch. 

"       8  inch 

to  B 

nch. 

"     10  inch 

to  6 

nch. 

"     10  incli 

to  7 

nch. 

"     10  inch 

to  8 

nch. 

"     12  inch 

to  10 

nch. 

To  Reduce  1  inch  only,  use  a  Do 

[JBLE 

Hdb  of  the 

smaller  size. 
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SADDLE  HUB. 


THIMBLES  WITH  COVERS. 


For  Making  Conkection  on  Side  of  Pipe.     To  Make  Hand  Opening  in  T  Branch. 
Fiar.  6SO.  Fiff.  GSl. 


SIZE. 

2x2  inches.        4x2  inclies.  6x6  inches. 

3x3  inches.         5x5  inclie.s.  6x5  inches. 

3x2  inches.         5x4  inches.  6x4  inches. 

4x4  inclies.        .'5x3  inches.  6x3  inches. 

4x3  inches.        5x2  inclies.  6x2  inches. 


Size,  5,  6,  8  inclies. 


STRAIGHT  SLEEVE.  THIMBLE. 


Fis^.  6S2. 


To  Connect  Lead  Traps  to  Iron 
Soil  Pipe. 


SINGLE  HUB. 


Fisr.  es4. 


^  Size,  2,  3,  4,  5,  6,  7,  8,  10,        Size,  2,  3,  4,  5,  6  inches.       Size,  2,  3,  4,  5,  6,  7,  8,  10, 
o  12  inches.  12  inches. 


PIPE  REST.  BATH  TUB  COHITECTIOIT. 

Foe  Sustaining  Lead  and  Iron  Soil  Pipe.     For  Connecting  Overflow  and  Waste. 
Fig^.  G5S.  Fig.  6S6. 


Size,  2,  3,  4,  5,  6,  7,  8,  10  inches. 


Size,  2  inches. 


PIPE  STOPPERS  OR  PLUGS. 


Sizes,  2,  3,  4,  5,  6,  7,  8,  10  inches. 
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S  TRAP. 


HALF  S  TRAP. 


Size,  2,  3,  4,  5,  6,  inches.  Size,  2,  3,  4,  5,  6  inches. 

4  inch  made  with  Connection  for  2  inch         4  inch  made  with  Connection  for  2  inch 

Pipe.  Pipe. 


THREE-QUARTER  S  TRAP. 


Fis^.  660, 


RUNUIITG  TRAP. 

F'io.  6G1. 


Size,  2,  3,  4,  5  inches.  Size,  2,  3,  4,  5,  6,  7,  8,  10  inches. 

4  inch  made  witli  connection  for  2  inch  Pipe. 


S  TRAP. 

With  Outlet  on  Heel. 
Fiff.  GG2. 


HALF  S  TRAP. 

With  Outlet  on  Eight  or  Left  Side. 


Size,  4  inches  witli  Connection  for  2 
incli   Pipe. 


Size,  4  inches  witli  Connection  for  2  inch  Pipe. 
Can  also  be  had  witli  Outlet  on  Heel,  same 
as  S  Trap,  Fig-  662. 
Also,  4  incli  |  S  Trap  with  Outlets  as  above. 
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HALF  S  TRAP. 


Fiff.  664. 


.'iiii'"'"ii' 


Size,  4  incli  without  hand  opening. 


LEADER  PIPES. 

Without  Lugs.  With  Lugs. 


Fiff.  66S. 


Fisc.  666. 


Size,  3,  4,  5,  6  inches. 


Size,  3,  4,  5,  6  inches. 
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CORNER  WASH  STANE. 

Black  Walnut. 
Fis.  GGT. 


PLAIN    AND    VENEERED. 


Size,  22  X  22,  24  x  24  inches. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE, 


WASH  STAND. 


Black  Walnut. 


Tf^iS'  C56S- 


PLATN   AND    VENEERED. 


Size  of  Stand  for  Eiirthen  Slab,  Fig.  707,       20  x  19  inches. 
"  "  "  "      Fig.  710,       26  X  18       " 
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WASH  STAND. 

Black  Walnut. 


PLAIN    AND    VENBEKED. 


Size,  27  X  20,  30  x  20  inches. 
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WASH  STAND. 


Black  Walnut. 


Fisc.  ero. 


PLAIN    AND    VENEERED. 


Size,  30  X  20  inches. 
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WASH  STAIJD. 


Black  Walnut. 


Fijr.  GT'l. 


Size,  26  X  18,  27  x  20,  30  x  20,  33  x  20  inches. 
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WASH  STAND. 

Black  Walnut. 
Fie.  e'T^. 


PLAIN    ANB   VENEEEED. 


Size,  33  X  20,  36  x  20  inches. 


.'  'd* 
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WATER  CLOSET  CASE. 

Without  Sides,  Mahogaxy  ok  Black  Walnut. 


PLAIN    AND    VENEERED. 

WATER  CLOSET  CASE. 

Mahogany  ok  Black  Walnut. 


PLAIN    AND    VENEERED. 
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BIDET  CASE. 


Black  Walxut. 


F-iff.  6^S. 


PLAIN    AND    VENEERED. 


Made  up  with  Copper  or  Earthenware  Bidet  Pan,  ready  to  be  attached  to  Pipes. 
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FHONT  AUD  COVER  FOH  BATH  TUB. 

Black  Walnut. 
Fig.  <57^6. 


PLAIN    AND    VENEERED. 


Please    state  in  ordering    for  what   size  of    Tub    it  is  wanted,  if  French  or 
Regular  Pattern,  if  sides  are  wanted,  and  if   Tub  is  to  be  raised  from  floor. 
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WHITE  WASH  BASIN. 

COMMOX    OvEXiFLOW. 


Size,  12,  13,  14,  15,  16  inches.  Outside  Measure. 


MARBLED  WASH  BASIN. 

Common  Overflow. 
Wis.  67"^. 


Size,  9,  10,  11,  12,  13,  14,  15,  16,  17,  18,  19,  20  inches.  Outside  Measure. 
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MARBLED  WASH  BASIIT. 

Patent  Overflow. 
Fig-.  GTii. 


Size,  12,  13,  14,  15,  16  inches.  Outside  Measure. 


MARBLED  WASH  BASIU. 

Patent  Overflow  foe  Rubber  Plug. 
Fisr.  6SO. 


Size,  12,  13,  14,  15,  16  inches.  Outside  Measure. 
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FAlTCy  WASH  BASIITS. 


Fiff.  681. 


Fis^.  G^2. 


Sizes,  12,  13,  14,  15,  16  inches,  Outside  Measure. 
Each  Pattern  can  be  had  in  Blue,  Buff,  Green,  Pink,  Purple  or  Maroon. 
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FAUCY  WASH  BASIUS. 


Fig^.  6S3. 


Fiff.  6S4. 


Sizes,  12,  13,  14,  15,  16  inches,  Outside  Measure. 
Each  Pattern  can  be  had  in  Blue,  Buff,  Green,  Pink,  Purple,  or  Maroon. 
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FANCY  WASH  BASIUS. 
Fig.  ess». 


Fig-.  &^6. 


Sizes,  12,  13,  14,  15,  16  inches,  Outside  Measure. 
Each  Pattern  can  be  had  in  Blue,  Buff,  Green,  Pink,  Purple  or  Maroon. 
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FAUCY  WASH  BASIITS, 


Fio.  GSr. 


Fig-.  OSS. 


Sizes,  12,  13,  14,  15,  16  inches.  Outside  Measure. 
Each  Pattern  can  l)e  had  in  Blue,  Buff,  Green,  Pink,  Purple,  or  Maroon. 
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FANCY  WASH  BASINS. 


Fis^.  6S9. 


Fig-.  6QO. 


Sizes,  12,  13,  14,  15,  16  inches,  Outside  Measure. 
Each  Pattern  can  be  had  in  Blue,  Buff,  Green,  Pink,  Purple  or  Maroon. 
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FAUCY  WASH  BASINS. 

Fiff.  691. 


Fig-.  6&2. 


Sizes,  12,  13,  14,  15,  16  inches,  Outside  Measure. 
Each  Pattern  can  be  had  in  Blue,  Buff,  Green,  Pink,  Purple,  or  Maroon. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


275 


FANCY  WASH  BASINS. 

Fig.  6Q3. 


Fig-.  694. 


Sizes,  12,  13,  14,  15,  16  inches,  Outside  Measure. 
Each  Pattern  can  be  had  in  Blue,  Buff,  Green,  Pink,  Purple  or  Maroon. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


FAUCY  WASH  BASINS. 


Fis.  6Q^, 


Fiff.  696. 


Sizes,  12,  13,  14,  15,  16  inches,  Outside  Measure. 
Each  Pattern  can  be  had  in  Blue,  Buff,  Green,  Pink,  Purple,  or  Maroon. 
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FANCY  WASH  BASINS. 


Fia--  6o: 
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Fis-.  69S. 


Sizes,  12,  13,  14,  15,  16  inches.  Outside  Measure. 
Each  Pattern  can  be  had  in  Blue,  Buff,  Green,  Pink,  Purple  or  Maroon. 
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FAITCY  CLOSET  BASIN,  OVAL. 


Fio.  OOQ. 


FAITCY  CLOSET  BASIU,  FUEUCH. 


Fis^.  T'OO. 


Eacli   Pattern  can  lie  liad  in   Blue,  Buff.   Green,  Pink,  Purple  or  Maroon. 
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CLOSET  BASIN,  OVAL. 


Fia-  T^Ol. 


WHITE,    MARBLED    AND    BLUE. 


CLOSET  BASIN,  FEENCH. 


Fis.  "TOS, 


WHITE,    MAEBLED    AND    BLUE. 
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SLABS  AND  BASIITS,  COMBIITED. 

Fig-.  T03. 


MARBLED. 

Size,  19  X  19  inches. 
Fisf.  7^04. 


MARBLED. 

Size,  12  X  14  inches. 


Fig-.  'yOS. 


MARBLED. 

Size,  19  X  19  inches. 

When  ordering  the  above,  please  state  whether  Common  Overflow,  Patent 
Overflow,  or  Rubber  Plug  is  wanted,  and  one  or  two  holes  for  Cocks. 
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SLABS  AND  BASINS,  COMBINED. 
Fig.  'roe. 


MARBLED. 

Size,  28  X  20  inclies. 


MAEBLED. 

Size,  18  X  18  inches. 


Fi<r.  rOiS*. 


MARBLED. 

Size,  14  X  14  inches. 

When  ordering  the  above,  please  state  whether  Common  Overflow,  Patent 
Oveiflow,  or  Rubber  Plug  is  wanted,  and  one  or  two  holes  for  Cocks. 


282 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


SLABS  AND  BASIUS,  COMBINED. 


Fis^.  "TOO. 


MARBLED. 

Size,  18  X  24  inches. 


Fig^.  T'lO. 


MARBLED. 

Size,  17  X  24  inches. 


FiS'  ^11. 


Fi^.  T'lS. 


WHITE    AND    MARBLED. 

Size,  12  X  12  inches. 


WHITE    AND    MARBLED. 

Size,  12x12  inches. 


When  ordering  the  above,  please  state  whether  Common  Overflow,  Patent 
Overflow,  or  Rubljcr  Plug  is  wanted,  and  one  or  two  holes  for  Cocks. 
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UmiTALS. 


Fis.  7^13. 


Fig.  'n4- 


Large  Size,  10  x  18  inches. 
Small      "        9  X  15  inches. 


Large  Size,  12  x  12  inches. 
Small      "      10  X  10  inches. 


Fiff.  TIS. 


Large  Size,  14  x  22  inches. 
Small      »      12  X  19  inches. 


Fig-.  7^16. 


Large  Size,  9  x  15  inches. 
Small      "      8  X  12  inches. 


Large  Size,  12  x  12  inches. 
Small      "      10  X  10  inches. 


284 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


UEIITALS. 


Large  Size,  15i  x  18i  inches. 
Small      "      12J  X  16^  inches. 


Large  Size,  12i  x  16J  inches. 
Small      "      10    X  14     inches. 


Fis.  T2a 
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PANTRY  SINK. 


WHITE    AND    MARBLED. 

Sizes,  12  X  20,  14  x  20,  16  x  23,  17  x  24,  17  x  25  inches. 


HOPPER  BASINS. 

Fig-.  'r^2. 


SLOP  HOPPER  BASIIT. 


SHIP  CLOSET  BASIN. 

New  Pattern. 
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SHIP  CLOSET  BASIN. 

Old  Pattern. 


SOAP  CUP. 


Fig^.  T'^G. 


WHITE,    MAKBLED    AND    FANCY. 


BIDET  PAIT. 


Fi«>-.  T'2'7^. 


LARGE   AND    SMALL. 
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RAILROAD  CAR  HOPPERS. 


Fiff.  T2S. 


Fis^.  T2&. 


RAILROAD  CAR  URINALS. 


Fis.  '5^30. 


Fiar.  "TSl. 


Fiff.  '^33. 


RAILROAD  CAR  WASH  BASIN. 


Fio.  'TSS. 


Size,  14  inch  Outside,  11  inch  Inside  Measure. 
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Chipping  Knife. 


Shave  Hook. 


Copper  Bolt,  Hatchet. 

Fiff.  T3G. 


IIIIIIHlllllllllllilllllillliiMllhlllUllNlllllllllllllllll iiiiiili I f'lllHIWllFj 


Round  Iron. 


Fiff.  T'SS. 


Hasp. 

Fig^.  T'40. 


Chisel. 


Screw  Driver. 


Copper  Bolt,  Pointed. 


Ladle. 


File. 

Fig-.  7^41. 


Gouge. 

Fie.  T'^S. 


Z3 


Cold  Chisel. 

Fig.  7'4S. 


Floor  Chisel. 

Fig.  7^46. 


Calking  Chisel. 
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Bending  Pin. 


Bossing  Stick. 

Fie.  T4.&. 


Dresser. 


^"^ 


Side  Edge. 

Fiff.  T52. 


Turn  Pin. 


Plane. 


Hammer. 


Compass  Saw. 

Fig-.  7^S6. 


Tap  Borer. 

Fisf.  T^5. 


Plum"bers'  Saw. 

Fig.  T^'y. 


Wrench. 

Fig^.  ^SS. 


Cutting  Plyers. 

Fig-.  T^&. 


Gas  Plyers. 

Fig.  7^60. 


Basin  Wrench. 

Fig-.  '^61. 
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Boxwood  Hule. 


Torch. 


Grease  Box. 


Compass. 


Washer  Cutter. 

Fig.  'T'TO. 


Tape  Measure. 

Fis.  TG3. 


Blow  Pipe. 

Fig.  '7'GS. 


Soil  Cup. 


1 

LU 

Q 

I 

O 

Pump  Wrench. 

Fig^.  'reo. 

a: 

'■"^^ 

>■ 

^.                  jf^irFi' 

^ 

^h  ^ -^'■^■j =ar 

LU 

^^^^^              ^ 

Z 

d 

^p/                       '     '  1     1 

o 

r^                       -^^ 

*i 

UJ 

Tool  Bag. 

LU 

Fig^.  -m. 

2 
LU 
Q 

>- 
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Street  Washer  Key. 

Fis.  TT2. 


Street  Washer  Rod. 

Fig-.  "T^rS. 


Hydrant  Rod. 


PlumlDers'  Hooks. 

Fig-.  T^T'S. 


Gas  Hooks. 

Fie-.  T^T^e. 


Tinned  Straps. 

Fig--  T'T'^. 
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Strap  Solder. 

Fig-.  ^T'S. 


Block  Solder. 


F±s:.  'TT'Q. 


WAYD^N    GERC&tO. 


Tin. 


HAYDEN,  GERE  &  CO., 

Brass  Founders, 


AND    MANUFACTUKERS    OF 


EVERY  VARIETY  OF  BRASS  WORK, 


Steam  Engine  Builders,  Machinists, 

GAS  AND  STEAM  FITTERS,  &c. 


DEALERS    IN 


Wrought  Iron  Pipe,  Fittings,  Steam  Gauges,  &c. 


Manxifactory,  HATDENVILLE,  MASS. 

^^       -^  (No.  84:  BEEKMAN  ST.,  NEW  YORK. 

'^No.  19  UNION  ST.,  BOSTON. 


JANUARY,  1877. 


TCntered,  according  to  A.ot  of  Congress,  in  the  year  1876,  by 

HAYDEl^,  GERE  &  CO., 

In   the   Office  of  the   Librarian  of   Congress,   at  "Washington, 


CLAEK  TV.   BKYAN  &   COMPANV, 

SPRINGFIELD,   MASS., 

PBINTEKS,   BINDERS  AND  ELECTROTYPERS. 


INDEX. 


PAGE 

Air  Cocks, 42,  45 

"    Pumps, 33 

"    Valves,  Compression,     .....    42 
Angle  Valve,  Composition  Shell,         .        .        .79 

"      Valves,  Iron  Shell, 88 

"  "       with  Flanges,  Composition  Shell,    86 

Ii-on  Shell,     .         .     91 

Back  Pressure  Valve,  Iron  Shell,  .         .        .90 

"  "  "       with  Flanges,  Iron  Shell,     92 

Balance  Valve,  Composition  Shell,      .        .        .82 

Brass  Bushings, 96 

Blow-Off  Cock, 74 

Check  Valves,  Composition  Shell,       .        .        .81 
"  "        with  Flanges,  Composition  Shell,    87 

Iron  Shell, 89 

"  "        with  Flanges,  Iron  Shell,      .         .     92 

Clock,  Marine, 104 

Cross  Valve,  Composition  Shell, .        .        .        .79 

"         "       Iron  Shell, 89 

"         "       with  Flanges,  Composition  Shell,  .    86 
Iron  Shell,        .        .    92 

Cocks,  for  Steam  Gauges, 41 

Expansion  Air  Valve,  for  Radiator  Valves,        .     77 

"  Joints, 95 

Flange  Cock,  Double, 73 

"         "      Single, 73 

"         "      Three  Way, 73 

"         "      %vith  Hose  Coupling,      .        .        .73 

"      Hose  Cock, 74 

Foot  Valve  and  Strainer,  Iron 90 

Gas  Proving  Pumps 33 

Gauge  Cocks,  Compression, .        .        .        .       60,  66 

"         "      Mississippi, 46 

"  and  Cylinder  Cocks, .  .  .  .  47,  59 
Globe  Valves,  Composition  Shell,  .  .  .78 
Globe  Valve,  "  "      Frink's  Patent 

Seat,       .......     78 


PAGE 

Globe   Valve,   Composition   Shell,    with  Large 

Wheel  for  Rope, 79 

Globe  Valves,  Iron  Shell, 88 

"  "        with  Flanges,  Composition  Shell,     86 

Iron  Shell,      .         .     91 

Gong  Bell,  Locomotive, 97 

"      Pull,    ........     97 

Governor  and  Stop  Valve,  Composition  Shell,    .    82 

Handles,  Malleable  Iron, 109 

Heater  Cock, 75 

"      Valve, 75 

Hose  Angle  Valve, 80 

"     Cap, 74 

"     Globe  Valve, 80 

"         "  "      for  Lead  Pipe,        ...    80 

"     Valve,  Composition  Shell,  .        .        .        .79 
"         "      with  Flange,  Composition  Shell,      .    86 

Hydraulic  Gauge, 103 

Iron  Cocks, 72 

"        "      Brass  Plug 72 

Locomotive  Cylinder  Balance,     ....  100 

Lubricators, 25,  31 

Meter  Cocks, 70 

Nipples,  for  Radiator  Valves,        .        .        .        .77 

Oil  Can,  with  Valve 100 

"   Cans, 98,  99 

"   Cups,  Fancy  Top, 8,  9 

"       "      Glass, 18,  19 

■'   Cup,  Globe, 23 

"      "         "      Compression,      .        .        .        .24 

"      "     Hollow  Plug, 21 

"    Cups,  Locomotive,  with  Needle,    .        .        .19 
"  "    Valve,      ...     20 

"      Octagon, 10,  13 

"       "      Plain, 4,  7 

"       "         "      New  Pattern 3 

"   Cup,  Tallow 22 


INDEX, 


PAGE 

Oil  Cups,  with  Stop  Cock,  T  Handle,  . 

.       14,  15 

"       "        "        "        "      Lever  Handle, 

16,17 

Oil  Pumps, 

.     32 

Oiler  Sets, 

.    99 

Pump  Valves,       .... 

.    85 

Radiator  Valves,  .... 

.       76,  77 

Kevolution  Counter,     . 

.  104 

Safety  Valves,  Composition  Shell, 

.    83 

"      Valve,  Iron  Shell,      . 

.    90 

"          "       Low  Pressure, 

.    84 

"          "      with  Flanges,  Composition  Shell,  .    87 

"         Iron  Shell, 

.     93 

Scotch  Glass  Tube 

.  100 

Service  Cocks,      .... 

.     70 

Soldering  Nipples, 

.     96 

"         Union,  .... 

.    96 

Steam  Bibbs,         .... 

.     34 

"          "        Coupling  on  nose,  . 

.    35 

"         "        Long  Shank,  . 

.     36 

"          "        Screw  Shank  and  nut. 

.     36 

"          "        with  Flange,   . 

.     36 

"      Cocks,         .... 

.     71 

"       Cock,  Three  "Way,     . 

.    71 

"      Packed  Plug,    . 

.        .    71 

"      Connecting  Coupling, 

.    96 

"      Fittings,  Cast  Iron,     . 

.  106,  107 

"            "       Malleable  Iron, 

.  108,  109 

Steam  Gauges, 101,  103 

"      Stops,  Bent  Coupling,        .        .        .        .39 
"  "      Double  Couplings,  .        .        .        .38 

"  "       Single  Coupling 37 

"      Stop,  Long  Shank, 40 

"  "     Single  Coupling,  Taper  Shank,        .    40 

"      Trap, 100 

"       Whistles, 1,  2 

"      Whistle  Chimes, 3 

Steamship  Instruments, 105 

Straight  Way  Stop  Valve,  Composition  Shell,    .     93 
"            "        "        "       Iron  Shell,         .        .    94 
"            "        "        "       with  Flanges,  Compo- 
sition Shell, 94 

Straight  Way  Stop  Valve,   with   Flanges,  Iron 

Shell, 94 

Straight  Way  Stop  Valve,  with  Hubs,  Iron  Shell,     94 

Street  Lamp  Cock, 74 

Swing  Joint  for  Steam  Pipe,        .        .        .        .75 
Throttle  Valve,  Composition  Shell,      ...    82 

"       Iron  Sliell, 90 

Union  Joint, 96 

Vacuum  Valve 84 

Water  Gauges, 67,  69 

Whistle  Valves, 84 

Wrought  Iron  Pipe, 106 


In  Oedeeino,  Please  Eefee  to  the  Illusteated  Catalogue  and  Name 
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(Best  Steam  Metal.) 
STEAM  WHISTLES. 


Without  Valve. 
IVo.  S-     Fio-.  T^Sl. 


Without  Valve. 


IRON    BOWL. 

Diameter  of  Bell,  IJ,  2,  2^  3,  3J,  4,  5,    6  inch. 

For    i,  i,    i,  I,  1,    1,  li,  2  inch  Iron  Pipe. 

Without  Valve.  With  Valve. 

]Vo.  1.     Fig-.  yS3.  IVo.  S.     Fia-.  7-'S4. 


ii    % 


Diameter  of  Bell, 
1,  li,  li,  2,  2i,  3,    3i,  4,  5,  6,  8    inch. 
Fort,    i,    I,  1,  li,  U,  li,  2,  2,  2,  2J  inch 
Iron  Pipe. 


lEON    BOWL. 

Diameter  of  Bell, 
li,  2,  2i,  3,  3i,  4,  5,    6  inch. 
For  i,  i,    i,  j,  1,    1,  li,  2  inch  Iron  Pipe. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


STEAM  WHISTLES. 

With  Valve.  With  Valve. 

IVo.  ^-     Fig.  T^SS.  IVo.  1.     Figr-  '^S6. 


I J  ^.  Diameter  of  Bell,                        q 

Dhiu>eter  of  Bell,  1,  U,  U,  2,  2i,  3,    3i,  4,  5,  6,  8    inch.  § 

li,  2,  21,  3,  Si,  4,  5,    6  inch.  For  |,    i,  I,    1,  U,  li,  li,  2,  2,  2,  2i  inch    ^- 

Fori,  4,    1,1,1,    1,  li,  2  inch  Iron  Pipe.  Iron  Pipe.                              | 

With  Valve.  With  Valve.                             ^ 

ISo.  2.     Fig-.  ^ST'.  IVo.  6.     Fig-.  T-'SS.             f 


Diameter  of  Bell,  Diameter  of  Bell, 

2,2i,  3,8i,4,    5,    6,8    inch.  li,  2,  2i,  8,    3i,4,    5,    6  inch. 

Fort,  1,    1, 14,  li,  li,  2,  24  inch  Iron  Pipe.  For   *,  1,1,    li,li,  li,  li,  2  inch  Iron  Pipe. 
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STEAM  WHISTLE  CHIMES. 


Sizes  to  order. 


PLAIU  OIL  CUPS,  NEW  PATTERN. 


]Vo.  1-     Fig^-  "T&O. 


]Vo-  2.     Figr.  'T&l. 


]Vo.Q.     Fis.  '7'&2. 


IVo.  -4^.    Fis;.  7^93. 
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PLAIIT  OIL  CUPS. 


Full  Size. 


IVo.  OS31i^.     IVo.  S31^. 


flii 

^a^iillllllillliV 

^^S^^ 

L: 

-w';     1 

\ 
\ 

"■•h' 

C 

■i, 

IVo.  S3*3. 

Fig^.  "roe. 


TVo.  S33. 


IVo.  S34. 

Fig.  ^QS. 


IVo.  S35;. 


]Vo.  836. 
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PLAIH  OIL  CUP. 


Full  Size. 


IVo.  83S.     Fig-.  S03. 


o 
o 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


PLAIN  OIL  CUP. 

Full  Size. 
]Vo.  S30.     Fig^-  S04. 
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FAITCY  TOP  OIL  CUP. 

Full  Size. 
IVo.  S4SJ.     Fis.  810. 


10 
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OCTAGOIT  OIL  CUPS. 

Full  Size. 
IVo.  S4S.     Fig^.  Sll.  ISO.  S49.     Fig.  813. 


JVo.  SSO.     Fig^.  813. 


immi(U(ii»iiniiiiiiiiim^ 
tMJiimii  nmiij  iTJTITTmTm 


-7 

-— 

■= 

™  ll';.' 

TP1I|'"1»1 

milf : 

'  I'l 

1 1  : 

IVo-  8S1-     FiS'  814. 
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OCTAGON  OIL  CUPS. 


Full  Size. 


]Vo.  Sa»S.     Fig^.  SISJ. 


IVo.  SS3.     Fiff.  816. 


■^         t^F 
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OCTAGOU  OIL  CUP. 


Full  Size. 


IVo.  SS4.     Fig-.  Sl'T. 
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OCTAGOIT  OIL  CUP. 

Full  Size. 
IVo.  S^S;.     Fig-.  SIS. 


lliillliiL,,:..      :lll 

iiiiii  ii||iiiiii{P|  1 
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OIL  CUPS,  WITH  STOP  COCK,  T  HANDLE. 

Full  Size. 
IVo.  S36.     Fiff.  81Q.  TVo.  S2T.     Fig-.  SSO. 


IVo.  SSS-     FiS'  8S1. 


IVo.  SSO.     Fig--  S33.         ^ 
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OIL  CUPS,  WITH  STOP  COCK,  T  HAITDLE. 


Full  Size. 


IVo.  830.     Fig.  SS3. 


16 
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OIL  CUPS,  WITH  STOP  COCK,  LEVER  HANDLE. 


Full  Size. 


IVo.  SSeig.     Fig^.  S^Si. 


ISO.  SST'i-j-     Fig.  ^2G. 

r       iiiiiiiiji 


TVo.  SSSjb.     JPio-.  ^27". 


IVo.  SS93^-     Fig.  SSS.       5 
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OIL  CUPS,  WITH  STOP  COCK,  LEVER  HANDLE. 


Full  Size. 


]Vo-  S303^.     Fig^.  8SQ. 


18 
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GLASS  OIL  CUPS. 

Full  Size. 

Patented. 
IVo.  O.     Fis.  831.  ]Vo.  1.     Fiff.  83S. 


CO 

CO 

(t) 
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GLASS  OIL  CUP. 

Full  Size. 

Patented. 


CO 
d) 

•H 
k 

0 


LOCOMOTIVE  OIL  CUPS,  WITH  HEEDLE. 

Full  Size. 

Patented. 
]Vo.  OO.     I^'ig^.  S3S.  IVo.  O.     Fig^.  S36. 

Transpaeent. 
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LOCOMOTIVE  OIL  CUPS,  WITH  VALVE. 

Full  Size. 

Patented. 
TVo.  1.     FiS'  SS'T. 


With  Flange. 
TSTo.  1.     Fis-  S3S. 


]Vo.  2.     Fig.  S30. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 


21 


HOLLOW  PLUG  OIL  CUP. 

Full  Size. 
]Vo.  O.     Fio--  S40. 


Not  Illustrated. 
No.  1. 
No.  2i. 


22 
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TALLOW  OIL  CUP. 


Full  Size. 


]Vo.  O.     Fig^-  841. 


Not  Illustrated. 
No.  1. 
No.  2. 
No.  3. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


23 


GLOBE  OIL'CUP. 


Full  Size. 


ISTo.  OO.     l^'-iff.  S4S. 


iiiiliiiiiy'iiENic^RL  t<coiiiiiiiii|y 


STEAM    METAL. 


Not  Illustrated. 

No.  0.  2  inch  Globe. 

No.  1.  2i 

No.  2.  2i 

No.  3.  3 

No.  4.  3i 

No.  5.  4 

No.  6.  4i 
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GLOBE  OIL  CUP,  COMPRESSIOIT. 

Full  Size. 
IVo.  O.     Fiff.  S43. 


STEAM    METAL. 

Not  Illustrated. 
No.  1.     2i  inch  Globe. 
No.  2.     2i     "  " 

No.  3.  3  " 
No.  4.  Si  " 
No.  5.     4       "  " 
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LUBHICATOH. 


Full  Size. 


TVo.  3H.     F-ig^.  S44. 


26 
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LUBEICATOn. 


Full  Size. 


]Vo.  4.     F"ig-  S4S. 


*:P;; 
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LUBRICATOR. 


Full  Size. 


TSTo.  S.     Fig^.  846. 


28 
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LUBRICATOR. 


Full  Size. 


T»^o.  6.     Fis--  ^4.7". 
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LUBHICATOE. 


Full  Size. 


IVo.  'T.     Fis-.  S4S. 


30 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


LUBRICATOR. 

Full  Size. 
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LUBRICATOR. 

Full  Size. 
nVo.  31.    Fig-,  sso. 

Patented. 


32 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  GATALOGUE, 


OIL  PUMPS. 

IVo.  3.     Fig.  Sol.  IVo.  4.     Fig.  SSS. 


]Vo.  S.     Fis^.  8S3, 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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AIR  PUMP. 

Fig.  SS4. 

J, . 

'||I 
I      l' 


I 


-Oil 


LJjiiiiiiii 


GAS  PROVING  PUMP. 

With  Mercury  Gauge. 
Fisf.  SSfSf. 


GAS  PROVIITG  PUMP. 

With  Air  Gauge. 
Fig".  S^6. 
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HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 


STEAM  BIBB. 


Fia^.  SST^, 


EOUGH. 


Size,  i,  §,  h  f,  f,  1,  li,  li,  If,  2  inch. 


STEAM  BIBB. 


Fis.  SSS. 


rlXISHED. 


Size,  J,  i,  ^,  f,  i,  1,  U,  1*,  If,  2  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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STEAM  BIBB,  COUPLIHa  OH  NOSE. 


Fig.  S3Q 

-IIMB 


pBiiiiMiiiiiM  iiiiiiigil 


^  1        IT 


1,1     'I.' 


iiiii    III  I 

~  ~til|([l1lflll'IHll 


Size,  i,  f,  i,  f,  f,  1,  li,  IJ,  If,  2  inch. 


STEAM  BIBB,  COUPLING  ON  NOSE. 


FINISHED. 


Size,  i,  f,  i,  «,  f,  1,  li,  U,  If,  2  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


STEAM  BIBB,  LONG  SHANK. 

Half  Size. 


FINISHED. 

Size,  S  inch. 


STEAM  BIBB,  SCREW  SHANK  AND  NUT. 

wm 


FINISHED. 

Size,  i,  I,  I,  1  inch. 
♦•♦ 

STEAM  BIBB,  WITH  FLANGE. 


ROUGH. 

Size,  1,  li,  li.  If,  2,  2J,  3,  3i,  4  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED   CATALOGUE. 
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STEAM  STOP,  SINGLE  COUPLING. 


Fisr-  S64. 


,m^ 


UijjilJilnlilamMMiaiMilimillMIIM^ 

I illlllllMllllliMlliMillillllHi 


JLl 

1 


Size,  i,  f,  i,  f,  f,  1,  li,  Ih  If,  2  inch. 


STEAM  STOP,  SINGLE  COUPLING. 


Fig^.  ^G5. 


FINISHED. 


Size,  i,  f,  i,  S,  I,  1,  li,  li,  11,  2  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  GATALOGUE. 


STEAM  STOP,  DOUBLE  COUPLIITG. 


FiSf.  S60, 


dr 


iMMUli  I  HI  lilHUbtUdUkadik'V 


Jft' 


.1 


Size,  i,  I,  h  f,  f,  1,  li,  U,  li,  2  inch. 


STEAM  STOP,  DOUBLE  COUPLIITG. 


Fig--  S6^. 


FINISHED. 


Size,  J,  «,  i,  f,  I,  1,  IJ,  1^,  If,  2  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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STEAM  STOP,  BENT  COUPLINC-. 


Fis-.  ses. 


r_f-5 


Size,  i,  I,  i,  f,  I,  1,  li,  li,  If,  2  inch. 


STEAM  STOP,  BENT  COUPLING. 


Fiff.  S60. 


r  ^ 


^4. 


FIITISHED. 


Size,  i,  f,  i,  I,  f,  1,  U,  li,  If,  2  inch. 


10 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


STEAM  STOP,  SINGLE  COUPLIITG,  TAPER  SHANE. 


Full  Size. 


Fiff.  S*rO. 


FINISHED. 


STEAM  STOP,  LONG  SHANK. 


Half  Size. 


IVo.  'TGS.     Fis-  STl. 


FINISHED. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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COCK  FOU  STEAM  GAUGE,  SMALL. 


Fier.  ^T2. 


COCK  FOR  STEAM  GAUGE,  LAHGE. 


Fis.  ST'S. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


COMPRESSIOIT  AIR  VALVES. 

Full  Size. 
]No.  1.     Fig-  Sr4.  ]Vo.  S.     Fis-  S^S. 


Screwed  for  i  and  i  inch  Iron  Pipe. 
IVo.  3.     Fio-  ST^e. 


Screwed  for  «  and  1  inch  Iron  Pipe. 
IVo.  4.     Fiff.  ST'T^. 


^ESS       Q 


=7       ■< 


Screwed  for  J  and  i  inch  Iron  Pipe.  Screwed  for  i  and  i  inch  Iron  Pipe. 


AIR  COCKS. 

Full  Size. 
IVo.  OO.     Fig.  S7"S.  IVo.  O.     Fig.  S^O. 


Screwed  for  i^  and  i  inch  Iron  Pi[ie 


Screwed  for  J  and  i  inch  Iron  Pipe. 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 
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Am  COCKS. 


Full  Size. 


TS^o-  1.     Fiff-  SSO. 


]Vo.  S.     Fis^.  SSI. 


=-^ 


o        Screwed  for  5  and  i  inch  Iron  Pipe.  Screwed  for  J  and  i  inch  Iron  Pipe. 


TVo.  3.     Fig-.  SS^ 


IVo.  4.     Fio.  SS3. 


Screwed  for  i  and  i  inch  Iron  Pipe.  Screwed  for  i  and  i  inch  Iron  Pipe. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


AIR  COCKS. 

Full  Size. 
IVo.  S.     Fig^.  884. 


Screwed  for  J  and  i  inch  Iron  Pipe. 
]Vo.  e.     Fig.  SSSf. 


Screwed  for  i  and  i  inch  Iron  Pipe. 
JVo.  7'-     Fig-.  8Se. 


Screwed  for  i  inch  Iron  Pipe. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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AIR  COCKS. 

Full  Size. 
IVo.  S.     Fig-.  SST". 


Screwed  for  f  and  i  incli  Iron  Pipe. 
]Vo.  &.     Fis.  SS8. 


Screwed  for  |  inch  Iron  Pipe. 
]Vo.  lO.     Fiff-  SSQ. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


MISSISSIPPI  GAUGE  COCKS. 


WiTuouT  Spking. 


With  Spring. 


JVo.  1.     Fisr-  S90. 


IVo-  1-     Fis^.  S91. 


I  .    l| 


Size,  f,  I,  i,  1,  li,  li  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


il 


GAUGE  COCKS. 


Full  Size. 


TVo.  1.     Fig^.  89a. 


]Vo.  2.     JFig^-  893. 


IVo.  2}4.     Fie-.  894. 


n 


w^ 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 


GAUGE  COCKS. 


Full  Size. 


]Vo.  4.     Fiff.  SOS. 


o 
o 


ISO.  4.%.     Fig^..  8Qe. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


49 


GAUGE  COCKS. 

Full  Size. 
IVo.  S%.     Fiff.  ^&'7'. 


rVo.  5}4.     Fig^.  89S. 


[W 


TT 


]Vo.  S'4.     Fig-  •-«>$>. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


GAUGE  COCK. 

Full  Size. 
]Vo.  7^.     Fia-  900. 


CYLIUDEH  COCK. 


IVo.  10>^.     Fiff-  901. 


ROUGH. 

Size,  S,  i,  f,  i,  i,  1  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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GAUGE  COCKS. 

Full  Size. 
IVo.  17^.     Fiff.  003. 


IVo.  18.     F-iff.  903. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


GAUGE  COCKS. 

I'lll  Size. 
IVo.  ISI2.     Fig.  904, 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


63 


GAUGE  COCK. 

Half  Size. 
TS^o.  2a%.     Fig.  906. 


Screwed  for  i  or  |  inch  Iron  Pipe. 


GAUGE  COCK. 

Full  Size. 
IVo.  21.     Fiff.  OOT'. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


CYLINDER  COCK. 


Full  Size. 


IVo.  33^.     Fig-.  90S. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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GAUGE  COCK. 


Full  Size. 


]Vo.  3S.     Fig.  &0&, 


/ 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


GAUGE  COCK. 

Full  Size. 
]Vo.  40-     I^^is^.  910. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


GAUGE  COCKS,  COMPHESSIOU. 

Full  Size. 

Wood  Handle,  Loose  Valve.  Wood  Handle. 

IVo.  f^'7'%.     Fig.  914.  TSTo.  ST'ig.     Fig^-  91S. 


HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 
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GAUGE  COCKS,  COMPRESSIOIT. 

FxTLL  Size. 
Wood  Handle.  Lever  Handle. 


IS^o.  2^.    F±s.  &1G. 


IVo.  30}4.    Fiar.  ©XT'. 


% 


av: 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


GAUGE  COCKS,  COMPRESSIOIT. 

Pull  Size. 

Lever  Handle,  Loose  Valve. 

If     ) 


HAYDEN,  GERE  k  GO'S  ILLUSTRATED  CATALOGUE, 


63 


GAUGE  COCKS,  COMPEESSIOH. 


Full  Size. 


TSTo.  32%.    Fis.  OSO. 


^ 


Wood  Handle. 


IVo.  32%.    Fis-.  931. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


GAUGE  COCKS,  COMPHESSIOIT. 


Full  Size. 


IVo.  33.     Fiff.  &22. 


^m 


IVo.  33M.     Fig.  9a3. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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GAUGE  COCK,  COMPHESSION. 

Full  Size. 

Lever  Handle. 

Trink's  Patent  Seat. 
IVo.  ^2%.     Fig.  OS4. 


iii  i!  ..Ni"^ 'ill" 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


GAUGE  COCK,  COMPRESSIOIJ. 

Full  Size. 

Wood  Handle.    Frink's  Patent  Seat. 

ISTo.  S^Yz.    Fig.  9as. 

T   —T- 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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wateh  gauges. 


Quarter  Size. 


]Vo.  8-     Fis.  &26. 


]Vo.  &.     Fis-  93T'. 


IVo.  1.    Fie^.  9S5S- 


IVo.  S.     Fiar-  93Q. 
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HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 


WATER  GAUGES. 

QuAETEE  Size. 
ISTo.  2}4.     Fig^.  Q30. 


Wood  Handle. 
IVo.  SJi.     Figr.  931, 


IVo.  3.     Fis-  93S. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


WATER  GAUGES. 


Quarter  Size. 


IVo.  4.     Fig-.  933. 


]Vo.  S.     Fig-.  934. 


]Vo.  'T.     F"ig^.  93Sf. 
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HAYDEN,  GERE  &  CD'S  ILLUSTRATED  CATALOGUE. 


SERVICE  COCK. 

Flat  Head. 
Fig-.  936. 


SERVICE  COCK. 

Squaee  Head. 


Size,  i,  f ,  i,  I,  1,  li,  li,  2,  2i  3,  Si,  4  inch. 


METER  COCK. 


Fig^.  93S. 


METER  COCK. 

With  Coupling. 
F"ig.  93Q. 


Size,  f,  i,  I,  1,  li,  IJ,  2  inch. 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 


STEAM  COCKS. 


Flat  Head. 
Fior.  940. 


Square  Head. 
Fig.  941. 


Size,  J,  f,  i,  f,  1,  14,  li,  2  inch. 


STEAM  COCK,  THREE  WAY. 


Fia-.  94S. 


STEAM  COCK. 

Packed  Plug. 
Fis^.  943. 


Size,  i,  I,  1,  U,  U,  2,  2i,  3  inch.  Size,  |,  1,  li,  1*,  2,  2i,  3  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


IROIT  COCKS. 


Flat  Head. 
Fis.  944. 


Square  Head. 


Size,  i,  i,  1,  U,  IJ,  2,  2i,  3,  Si,  4  inch. 


IROU  COCKS,  BRASS  PLUG. 


Elat  Head. 


Sqtjabe  Head. 


Size,  i,  i,  1,  li,  n,  2,  2i,  3,  3i,  4  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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SINGLE  FLAUaE  COCK. 


DOUBLE  FLANGE  COCK. 


Fig.  948. 


Fiff.  949. 


Size,  I,  1,  li,  IJ,  li,  2,  2i,  2J,  3,  3i,  4  inch. 


THREE  WAY  FLANGE  COCK. 


Fisr.  &SO. 


FLANGE  COCK. 


With  Hose  Coupling. 


Fig.  9^1. 


9  i'Sfi 


Ji,. '  ' 


r     -~y 


Size,  i,  1,  li,  U,  If,  2,  2i,  2i,  3,  3i,  4  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  GATALOGUE. 


FLAITGE  HOSE  COCK. 


Fis^-  &S2. 


HOSE  CAP. 

Foe  Hose  Cocks  and  Valves. 


Size,  1,  II,  li,  II,  2,  2i,  2i,  3  inch. 


BLOW-OFF  COCK. 


Fisf.  9^4. 


EOUGH. 

Size,  li  inch. 


STREET  LAMP  COCK. 

With  Key. 
Fie-.  &5S. 


EOUGH. 

Size,  Jx§,  ix^,  Jxf  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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HEATER  COCK,  PACKED  PLUG.  HEATER  VALVE. 


Half  Size. 


Half  Size. 


FINISHED. 


FINISHED. 


SWIITG  JOINT,  FOR  STEAM  PIPE. 


F"isr.  QSS. 


Size,  f,  i,  i,  1,  li,  li,  2  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


hadiatoh  valves. 

Rough  and  Finished  Bodies. 
T  Hakdle.  Beass  Wheel  Handle. 


Fisr-  9S9. 


Fie-.  Q60. 


^   Z       lit , 


.-^ 


FINISHED    AND    PLATED. 

Size,  i,  f,  h  I,  1,  li,   14,  2  inch. 


Wood  Wheel  Handle. 


T  Handle. 

Faxon's  Patent  Attachment. 

Fiff.  96S. 


With  or  'WrrHODT  Fkixk's  Patent  Seat. 
FINISHED    AND    PLATED. 

Size,  i,  f,  h,  f,  1,  li,  14,  2  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE, 


77 


RADIATOR  VALVES. 

EouGH  AND  Finished  Bodies. 

Brass  Wheel  Handle.  Wood  Wheel  Handle. 

Faxon's  Patent  Attachment.  Faxon's  Patent  Attachment. 

JPig-.  963.  Fig^.  964. 


I— iiillll 
finished  and  plated. 

With  oe  Without  Feihk's  Patent  Seat. 

Size,  i,  f,  i,  |,  1,  IJ,  IJ,  2  inch. 


NIPPLE. 

Eight  and  Left  Screw  foe  Radiator 
Valves. 

Fig.  965i. 


EXPANSIOIT  AIR  VALVE. 


For  Radiators. 
Fis-.  966. 


Size,  i,  t,  i,  |,  1,  li,  li,  2  inch. 


& 

'^^ 

ii 

1 

! 

1 

1       V 
1 

! 

f 

« 

•-■  \ 

'-.1 

78 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


GLOBE  VALVE. 

Composition  Shell. 

Number  1. 


Size,  i,  i,  f,  h  I,  1,  li,  li,  2,  2i,  3,  3i,  4 
inch. 


GLOBE  VALVE. 

Composition  Shell. 
Fie-.  Q60. 


GLOBE  VALVE. 

Composition  Shell. 
Fancy  Wheel. 


finished  and  plated. 
Size,  i,  i,  h  I,  1,  li,  li,  2  inch. 


GLOBE  VALVE. 

Composition  Shell. 


With  Frikk's  Patent  Seat. 


Size,  i,  h  §,  h  I,  1,  li,  U,  2,  2i,  3,  3J,  4        Size,  i,  f,  i,  i,  1,  li,  li,  2,  2i,  3  inch, 
inch. 


/ 
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GLOBE  VALVE. 

Composition  Shell. 

With  Large  Wheel  foe  Rope. 
F'ia-.  O^l. 


Wm 

"tiBkL 

il 

IDBv 

CO 

1^1  ^  1 

CO 

1 ^      l^teTTT- 

iimiffftinTHJR^ 

<t 

!WBhbS)9^B      i.:.'       jL 

2 

I'MffiilEliH^'   iiillik 

^ ' 

^^^^^^^Siii 

_] 

^^^■K' 

J^y           1 1 

> 

j^^j^^^          lll/l 

z 

fHSRVSM^         Mmlf 

Q 

Hi^^HlK^sall  frn  / 

>- 

< 

IWWbW"'             ^         ■ 

I 

O 

Size,  li, 

li,  2  inch. 

z 

< 

5£ 

cc 

o 

>- 

^ 

Ul 

z 

d 
o 

CROSS  VALVE. 

<j 

Composition  Shell. 

LU 

cc 

LjJ 

Fis. 

97^3. 

i 


k     «- -V. 


Size,  J,  f,  i,  I,  1,  li,  li,  2  inch. 


AUaLE  VALVE. 

Composition  Shell. 


Fis.  OT'S. 


Size,  i,  i,  f,  i,  i  1,  li,  li,  2,  2i,  3,  3i,  4 
inch. 


HOSE  VALVE. 

Composition  Shell. 


l._U 


Size,  1,  li,  li,  2,  2i,  3  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


HOSE  GLOBE  VALVE. 


HOSE  ANGLE  VALVE. 


Size,  i,  f,  1,  li,  IJ,  2  inch 


Size,  i,  I,  1,  li,  IJ,  2  inch 


HOSE  GLOBE  VALVE. 

FoK  Lead  Pipe. 
Fig.  QT^'T'. 


Size,  i,  f,  1,  li,  li,  2  inch. 


HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 
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PERPENDICULAH  CHECK 
VALVE. 

Composition  Shell. 


PERPEUDICULAH  CHECK 
VALVE. . 

With  Cap. 

CoMPOsiTioK  Shell. 
Fie-.  &T&. 


Size,  i,  f,  i,  I,  1,  li,  li,  2  2i,  3  inch. 


HOmZONTAL  CHECK  VALVE. 

Composition  Shell. 


Al^GLE  CHECK  VALVE. 

Composition  Shell. 


Size,  i,  f,  i,  I,  1,  li,  li,  2,  2i,  3  inch. 
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HAYDEN,  GERE  &.  GO'S  ILLUSTRATED  CATALOGUE. 


GOVERITOR  AlTD  STOP  VALVE. 

Composition  Shell. 


Size,  1,  U,  li,  2  inch. 


THROTTLE  VALVE. 

Composition  Shell. 


BALANCE  VALVE. 

Composition  Shell. 
Fig.  9S4. 


n 


r~ **  '"'mi 


Size,  li,  2,  2i,  3  inch. 


Size,  1,  li,  IJ,  2  inch. 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE. 


SAFETY  VALVE. 

Composition  Shell. 


Size,  i,  I,  1,  li,  li,  2  inch. 


SAFETY  VALVE,  ANGLE  PATTEHN. 

Composition  Shell. 


Size,  i,  I,  1,  li,  li,  2  inch. 
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HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


LOW  PRESSURE  SAFETY 
VALVE. 


VACUUM  VALVE. 


Fiff.  OSS, 


Size,  1,  li,  I2  inch. 


Size,  i,  f,  i  incli. 


WHISTLE  VALVES. 

Composition  Shell.  Ikon  Shell. 

Fis.  9S9.  Fig.  990. 


ROUGH   AND    FINISHED. 

Size,  i,  I,  1,  li,  li,  2,  2i  inch. 


Size,  i,  I,  1,  li,  li,  2,  2i  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 
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PUMP  VALVE. 


Fiff.   091. 


PUMP  VALVE. 

With  Air  Chamber. 


PUMP  VALVE. 

With   Air   Chamber 
AND  Aiii  Cock. 

Fig^.  093. 


Size,  I,  1,  IJ  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


GLOBE  VALVE. 

With  Flanges. 

Composition  Shell. 
F-ior.  9Q4. 


ANGLE  VALVE. 

With  Flanges. 

Composition  Shell. 


Size,  li,  li,  2,  2J,  3,  3i,  4  inch. 


Size,  li,  li,  2,  2i,  3,  3i,  4  inch. 


CROSS  VALVE. 

With  Flanges. 

Composition  Shell. 
Fig--  996. 


HOSE  VALVE. 

With  Flange. 

Composition  Shell. 


Size,  li,  li,  2,  2i,  3,  U,  4  inch. 


Size,  2,  2i,  2i,  3  inch. 


HAYDEN,  GERE  &.  CD'S  ILLUSTRATED  CATALOGUE, 
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PERPEUDICULAIl  CHECK 
VALVE. 

With  Flanges. 

Composition  Shell. 


HORIZONTAL  CHECK 
VALVE. 

With  Flanges. 

Composition  Shell. 
JPisr.   &&&. 


Size,  li,  li,  2,  2i  3,  3i,  4  inch. 


SAFETY  VALVE. 

With  Flanges. 

Composition  Shell. 
F'ig-.    lOOO. 


Size,  li,  li,  2,  2i,  3,  3i,  4  inch. 
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GLOBE  VALVE. 

Iron  Shell,  Brass  Mounted. 
Fig^.  lOOl. 


Size,  1,  li,  li,  2,  2i,  3,  Si,  4,  5,  6  inch. 


ANGLE  VALVE. 

Iron  Shell,  Brass  Mounted. 
Fig.  1003. 


GLOBE  VALVE. 

Iron  Shell,  Brass  Mounted. 

With  Yoke. 

Fig-.  lOOS. 


Size,  2,  2i,  3,  3i,  4,  5,  6  inch. 


ANGLE  VALVE. 

Iron  Shell,  Brass  Mounted. 

With  Yoke. 

Fig.  1004. 


Size,  1,  U,  n,  2,  2J,  3,  3i,  4,  5,  6  inch. 


Size,  2,  2i,  3,  Si,  4,  5,  6  inch. 


HAYDEN,  GERE  &  GO'S  ILLUSTRATED  CATALOGUE. 


89 


CROSS  VALVE. 

Iron  Shell,  Brass  Mounted. 
Fiff.  lOOS. 


Size,  li,  li,  2,  2i,  3,  3i,  4,  5,  6  inch. 


g  HOmZONTAL  CHECK  VALVE. 

Q 
>- 

X       Iron  Shell,  Brass  Mounted. 


Size,  IJ,  li,  2,  2i,  3,  3i,  4,  5,  6  inch. 


PERPENDICULAR  CHECK 
VALVE. 

Iron  Shell,  Brass  Mounted. 
Fis.  1006- 


Size,  IJ,  li,  2,  2i,  3,  3i,  4,  5,  6  inch. 


ANGLE  CHECK  VALVE. 

Iron  Shell,  Brass  Mounted. 
Fier-  lOOS. 


Size,  li,  li,  2,  2i,  3,  3i,  4,  5,  6  inch. 
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THROTTLE  VALVE. 

Iron  Shell,  Bkass  Mounted. 
Fio--  1009. 


BACK  PHESSURE  VALVE. 

Iron  Suell,  Brass  Mounted. 
Fiff.  lOlO. 


Size,  1^,  2,  2J,  3  inch. 


Size,  2,  2i,  3,  3i,  4  inch. 


FOOT  VALVE  AND  STRAHTEH. 

Iron. 
Fis.  lOll. 


Size,  i,  1,  li,  IJ,  2,  2h  3,  3 J,  4,  5,  6  inch. 


SAFETY  VALVE. 

Iron  Shell. 
Fis--  lOlS. 


Size,  1,  U,  U,  2,  2i,  3,  3J,  4,  5,  6  inch. 
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GLOBE  VALVE. 

With  Flanges. 

Iron  Shell,  Brass  Mounted. 
Fiff.  1013. 


Size,  IJ,  2,  2i,  3,  3i,  4,  5,  6  inch. 


ANGLE  VALVE. 

With  Flanges. 

Iron  Shell,  Brass  Mounted. 
Fig^.  lOlS. 


""IJL^, JJJL"""''' 

Size,  li,  2,  2i,  3,  4,  5,  6  inch. 


GLOBE  VALVE. 

With  Flanges. 

Iron  Shell,  Brass  Mounted. 

With  Yoke. 

Fis-  1014. 


Size,  8,  8i,  4,  5,  6,  8  inch. 


ANGLE  VALVE. 

With  Flanges. 

Iron  Shell,  Brass  Mounted. 

With  Yoke. 

Fig-.  1016- 


Size,  3,  3i,  4,  5,  6,  8  inch. 
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CROSS  VALVE. 

With  Flanges. 

Iron  Shell,  Brass  Mounted. 

Fig^.  lOl'T. 


Size,  2,  24,  3,  3i,  4,  5,  6  inch. 


perpeudiculah  check 

VALVE. 

With  Flanges. 

Iron  Shell. 

Fig-.  lOlS. 


Size,  U,  2,  2i,  3,  3J,  4,  5,  6  inch. 


HORIZONTAL  CHECK  VALVE. 

With  Flanges. 

Iron  Shell. 
Fis.  1019- 


BACK  PRESSURE  VALVE. 

With  Flanges. 

Iron  Shell. 

Fiff.  lOSO- 


Size,  li,  2,  2i,  3,  3i,  4,  5,  6  inch. 


Size,  2,  2i,  3,  4,  5,  6  inch. 
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SAFETY  VALVE,  WITH  FLAUaES. 

Ieon  Shell. 
Fiff.  1031. 


.|f|!!|s~ 


-\ v^ 


Size,  2i,  3,  3J,  4,  5,  6  inch. 


STRAIGHT  WAY  STOP  VALVE. 

Composition  Shell. 

Foe  Steam,  Watee  and  Gas. 

Patented. 


Fis:.  103S. 


1 


Sectional   "V^iew. 


Size,  i,  I,  1,  U,  n,  2,  2i,  3  inch. 


9J 
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STRAIGHT  WAY  STOP  VALVE.  STRAIGHT  WAY  STOP  VALVE. 

With  Flaxges. 

CojiPOsiTiox  Shell.  Iron  Shell,  Brass  Mounted. 

Fig-.  10S3.  Fis-  10S4. 


Size,  2,  2*,  3,  3A,  4  inch. 


Size,  2,  2i,  3,  3i,  4,  5,  6,  8  inch. 


STRAIGHT  WAY  STOP  VALVE.    STRAIGHT  WAY  STOP  VALVE. 


With  Flanges. 

Iron  Shell,  Brass  Mounted. 


With  Hubs. 

Iron  Shell,  Brass  Mounted. 


Size,  2,  24,  3,  4,  5,  6,  8  inch. 


Size,  2,  3,  4,  6,  8,  10,  12,  14,  16  inch. 
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EXPAHSIOIT  JOINT. 


FiS'  lOST'. 


Size,  f,  1,  U,  li,  2,  2^,3  inch. 


EXPAITSIOIT  JOIHT. 

Iron  Body,  Brass  Sleeve. 


Size,  2,  2i,  3,  3i,  4  inch. 


EXPAITSIOIT  JOIUT. 

Iron  Body,  Flanged  End. 


Size,  3,  3J,  4,  5,  6,  8  inch. 
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SOLDERING  ITIPPLES. 


Screwed  Outside. 
Fiff.  1030. 


Screwed  Inside. 
Fi«^.  1031. 


Size,  i,  f,  i,  f,  1,  U,  U,  2  inch. 


SOLDERING  UNION. 

Fis^.  103Je. 


UNION  JOINT. 

Fig.  1033- 


Size,  i,  f,  4,  I,  1,  li,  H,  2  inch. 


Size,  i,  I  i,  f,  1,  li,  14,  2  inch. 


BRASS  BUSHINGS. 

Round.  Sexagon. 

Fig^.  1034.  FiS'  103S. 


Size,  4xi,  ixf,  1x4,  4xf,  1x1,  IxlJ,  ljxl4,  14x2  inch. 


STEAM  CONNECTING  COUPLING. 


Fiff.  1036. 


Size,  4,  i,  1,  li  inch. 
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GOUG  PULL. 


LOCOMOTIVE  GONG  BELL. 

Figf.  1038. 


Size,  6,  7,  8,  9,  10  inch. 
Trip  and  Common. 
Size,  3,  4,  5,  6,  7,  8,  9,  10,  13,  15,  18,  25  inch. 


EUREKA  STEAM  TRAP. 

Fig^.  1039. 

Patented. 


__l '  SIZE. 

No.  4  has  a  ^  inch  Valve  and  tapped  for  |  inch  Pipe,  and  will  drain  1,000  feet. 
No.  6  has  a  |  inch  Valve  and  tapped  for  1  inch  Pipe,  and  will  drain  2,000  feet. 
No.  8  has  a  1  inch  Valve  and  tapped  for  1^  inch  Pipe,  and  will  drain  4,000  feet. 
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PLAIH  OIL  CAH,  SPRIITG  BOTTOM. 


Fis.  1040, 


TIN    AND    BRASS. 
No.    1,    2. 


FAUCY  OIL  CAN,  SPRING  BOTTOM. 


Fio^.  1041. 


Qliii,  —  III!)-' 


BRASS,    COPPER   AND    ZINC. 

No.  0,  1,  2,  3,  4,  5,  6. 
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FAUCY  OIL  CAIT. 

Foe  Engineers. 


BKASS    AND    COPPEE. 

No.  1,  1   Pint,  Short  Tube. 
No.  2,  1   Pint,  Long  Tube. 
No.  3,  1  Quart,  Short  Tube. 
No.  4,  1  Quart,  Long  Tube. 


OILEU  SET. 


Fiff.  1043. 


BKASS    AND    NICKEL    PLATED. 
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LOCOMOTIVE  OIL  CAN. 

With  Valve. 
Fiar.  1044. 


SCOTCH  GLASS  TUBE. 

For  Water  Gauge. 


BRASS    AND    TIN. 

No.  1.     1  Pint. 

No.  2.     2  Pints. 

No.  3.     3  Pints. 

With  or  Tvitliout  valve. 


SIZE. 

Length,  10  to  36  inch. 
Diameter,  i  to  1  inch. 


LOCOMOTIVE  CYLIITDER  BALANCE. 


Fier.  1046. 
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STEAM  QAUQE. 

Lane's  Improvement. 
Fiff.  104'7'. 


No. 

000. 

Brass  Case, 

12  inch  dial 

14i 

over  a 

1,  Engraved. 

No. 

00. 

fc( 

10     ' 

(( 

12i 

i( 

No. 

0. 

u 

9     ' 

4( 

11 

ti 

No. 

0. 

u 

9     ' 

(t 

11 

Plain. 

No. 

1. 

1( 

8i  " 

fc( 

lOh 

Engraved. 

No. 

1. 

(( 

8i  ' 

&( 

lOi 

Plain. 

No. 

2. 

(( 

61  ' 

(( 

8 

Locomotive, 

St'mboat  or  Station'y 

No. 

2. 

Iron, 

6( 

61  ' 

C( 

8 

(i 

((                            t; 

No. 

4. 

Brass 

u 

6     ' 

(( 

7i 

(( 

4(                                       (( 

No. 

4. 

Iron 

(1 

6     ' 

(( 

7i 

(( 

((                            i( 

No. 

5. 

Brass 

tt 

bi  " 

U 

6i 

(( 

C(                             a 

No. 

5. 

Iron 

cc 

5i  " 

(4 

6i 

(1 

((                            (( 

No. 

6. 

Brass 

(( 

Si  " 

ii. 

6 

(( 

(C                                       C( 

No. 

6. 

Iron 

u 

5     ' 

a 

6 

(( 

ii                            ii 

No. 

7. 

Brass 

(( 

a ' 

a 

5 

(( 

ii                              a 

No. 

7. 

Iron 

ii 

4i  ' 

L            u 

6 

fc( 

n                              c( 
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STEAM  GAUGE. 

Bourdon's  Patent. 


IXSIDE    VIE\Y. 


No. 

000. 

Brass 

No. 

00. 

it 

No. 

0. 

" 

No. 

0. 

a 

No. 

1. 

a 

No. 

1. 

a 

No. 

2. 

(C 

No. 

2. 

Iron 

No. 

4. 

Brass 

No. 

4. 

Iron 

No. 

5. 

Brass 

No. 

5. 

Iron 

No. 

6. 

Brass 

No. 

6. 

Iron 

No. 

7. 

Brass 

No. 

7. 

Iron 

No. 

8. 

Brass 

No. 

9. 

it. 

Case, 


12  inch  dial 

14i 

inch  over  all 

Engraved, 

10     "       " 

12 

..             c 

i           u 

a 

9     "       " 

11 

i,i          i 

i         ii 

t; 

9     "       " 

11 

tb          i 

'    " 

PI 

ain. 

84  "       " 

lOi 

if.          i 

1.          i.i 

En 

graved. 

8i  "       " 

ipj 

a          i 

b         a 

PI 

^ill, 

6i  "       " 

8 

a          i 

t         u 

H 

gh  or  L 

61  "       " 

8 

u 

i    u 

a 

6     "       " 

7i 

a          i 

i             Ci 

a 

6     "       " 

74 

((          ( 

i        a 

a 

5i  "       " 

6i 

((          ( 

f        ii. 

a 

5i  "       " 

61 

a          (. 

(        a 

a 

5     "       " 

6 

a          i 

i         a 

a 

5     "       " 

6 

u          s. 

(             Li 

a 

4h  "       " 

5 

a          i 

(.             ii 

u 

4i  " 

5 

a           i 

i             ii 

(i 

3i  "       " 

44 

a          i 

i             ii 

a 

2i    "          " 

o 

a           t 

(              ii 

a 
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STEAM  GAUGE. 

Allen's  Patent. 
Fiio-.  104Q. 


I  No.  1. 
^  No.  1. 
5  No.  2. 

No.  2. 


Brass  Case,  4i  inch  dial,  Stationary.  No.  3.  Iron  Case,  6    incli  dial,  Stationary. 

Iron       "     [4i        "                "  No.  3.  Brass    "      6           " 

Brass     "      5i        "                "  No.  4.  "       "      6f         "        Locomotive. 

Iron       "      5^        "                "  No.  4.  Iron     "      6|         "                 " 


HYDRAULIC  GAUGE. 

l^^i£v,  1050. 


12  inch  dial,  Brass  Case,  from  2,000  to  20,000  pounds. 

10  "  Iron  ■'  "  2,000  to  20,000  " 
9  "  Brass  "  "  2,000  to  16,000  " 
8^       "  "         "        "     2,000  to  16,000       " 

8i       "        Iron       "        "     2,000  to  10,000      " 


6| 
6? 

inch  dial 

Brass 

Case 

from  2,000  to  10,000 

" 

Iron 

" 

"     2,000  to 

10,000 

6 

" 

Brass 

" 

"      1,000  to 

6.000 

6 

" 

Iron 

" 

"     1,000  to 

6,000 

H 

" 

Brass 

" 

500 
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REVOLUTIOIT  COUHTEH. 


Fiff-  lOSl. 


SIZE. 

12  inch  Counter,  8  Discs.     12  inch  Counter,  6  Discs. 
10     "  "  "  10     "  "  " 

g     u  u  u  g     li  41  It 

8J  "  "  "  8J  "  "  " 

6 1  inch  Counter,  6  Discs. 


MARIITE  CLOCK. 

Howard  and  Seth  Thomas'  Movements. 


Size,     5i,  6,     6f,  8J,  9,  10,  12  inch  Dial. 
Time,  li,  li,  li,  8,     8,     8,     8  Day. 
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STEAMSHIP  IITSTRUMEITTS. 


Fisc.  loss. 


TO    OEDEE. 


Adopted  by  the  United  States  Navy. 
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WROUGHT  inOlT  PIPE. 


PoK  Steam,  Gas  and  Water. 


Fiff-   1054. 


plain,  galvanized  and  enameled. 


Size,  i,  i,  f,  i,  f,  1,  li,  li,  2,  2i,  3,  3i,  4,  4i,  5,  6,  7,  8  inch. 


CAST  mOlT  STEAM  FITTINGS. 


EITdow.      Reducing  El"bow.    45'  Elbow. 


Tee. 


Fio.  loss.        Fiff.  lose.      Fig.  lOST'.        Fiff.  lOSS, 


faiii 


Reducing  Tees. 


Y  Branch. 


Cross. 


Fig^.  lOSO.      Figf.  lOeO.       Fig^.  1061.  Fig.  106S. 
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Return  Bends.  Plug.  Eeducer. 

Close.  Open. 

F-ig^.  1063.  Fig.  10e4.       Fig-  1065f-      Fig-.  1066- 


Coupling.         Bushing. 


Flange. 


Fig-.  lOG'T'.  Fig-  106S.        Fig^.  1069. 


Blank  Flange. 

Fig-.  lO^O- 


Lock  Hut. 

Fig^.  lO'T'l. 


Shoulder  Nipple. 

Fig^.  IOTA'S. 


Close  Hippie. 

Fig^.  107^3. 


mwm 


Long  Screw. 

Fig.  107^4. 


Wrought  Iron  Bend. 


Flange  Union. 

Fig-.  XOTG. 
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MALLEABLE  IHOIT  FITTINGS. 
Elbows.  Street  EIIdow. 


Elbow. 


Without  Bead. 
Fig.  lOT^T'. 


With  Bead. 
Fig.  lOT^S. 


Male  and  Female. 
Fig.  107^9. 


With  Side  Outlet. 
F-iff.  lOSO. 


Tees. 

Without  Bead.  With  Bead. 

Fig^.  lOSl.  Fig^.  loss. 


Crosses. 

Without  Bead.  With  Bead. 

Fig.  10S3-        Fig.  10S4. 


Drop  Elbow. 

Female. 
Fig.  lOS^. 


Drop  Elbow. 

Male  and  Female. 
Fig.  10S6. 


Drop  Elbow. 

With  Long  Outlet  Piece. 
Fig.  lOST^. 


Drop  Elbow. 

Flange  to  Left. 
Fig.  loss. 


Drop  Elbow. 

Flange  to  Right. 
Fig.  10S9. 


Q 

Pii 

d 
0 

Drop  Tee. 

LlJ 

LLt 
0 

F 

Female. 
ig.  1090. 

LU 
Q 

Drop  Tee. 

Male  and  Female. 
Fig.  10  91. 


Cap. 


Coupling. 


Coupling. 


Right  and  Left  Hand.       Right  Hand. 
Fig.  109S.       Fig-  1093.         Fig.  1094. 
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Waste  Nut. 


Fijr.  1095. 


Plug.      Reducing  Coupling.  Extension  Piece. 


Fig^.  10Q6.      F"ia.  lOOT". 


Male  and  Fejiale. 
Fig-.  11)9!*8. 


Lock  Hut. 


Fig.  1099. 


Return  Bends. 


Close. 
Fig.  IIOO. 


Ope.v. 
Fig.  HOI. 


Union. 


Chandelier  Hooks. 


With  Lip  for  Washek, 
Fig.  1103. 


Fig.  1103. 


Fig.  1104. 


%  \ 


1 


MallealDle  Iron  Handle. 

For  Cock  with  Square  Head. 
Fig^.  IIOS. 


iiiiiMlMpiifMiMMnn 'IjEiiB 

Size,  J  to  3  inch. 

Malleatle  Iron  Handle. 

For  Cock  with  Flat  Head  or  T. 

Fig.  iioe. 


■iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiwi 


Size,  i  to  3  inch. 
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